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A SUGGESTION FOR THE RECEPTION HALL 
No, 1946 
1 Light—Length 36 Inches—Fitter 4 Inches 
Florentine Gold or Antique Gold Finish 


Fixture Bare : ; : 5 ; 2 : $ 8.50 

Bare with Glass é ; - : : - % 16.00 

Wired Complete . - : ~ é ‘ 17.90 
No. 2061 


1 Light—Extends 4 Inches 
Florentine Gold or Antique Gold Finish 
Bracket Bare , = ‘ . $ 6.00 
Wired Complete , 7.90 
(Parchment Shade Extra) 
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IDEAL FOR THE LIVING ROOM 


THE FROSTED LAMPS GIVING AN EVEN DISTRIBUTION OF LIGHT WITHOUT GLARE 


No. 1931 
Spread 16 Inches—Length 36 Inches 
4 Lights 
Florentine Gold or Antique Gold Finish 
Fixture Bare - - ; 
Wired Complete A ‘ 
5 Lights 
Florentine Gold or Antique Gold Finish 
Fixture Bare c - P X . é 
Wired Complete 
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For the Library 


WHERE LIGHTING CAN BE MADE THE MAIN FACTOR TOWARD SPENDING 
YOUR LEISURE HOURS IN REST AND COMFORT 


No, 1939 
5 Lights—Antique Gold Finish—Spread 19 Inches—Length 36 Inches 
Fixture Bare . . : ‘ 2 % $87.00 
Wired Complete ‘ : 96.40 
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The Dining Room 
W here Proper Lighting Will Add Zest to Your Food 


No. 1922 
6 Lights 
4 Lights outside, 2 Lights inside 
Silver and Black Finish 
Spread 18 Inches—Length 36 Inches-—-Bowl 14 Inches 
Fixture Bare with Glass . $85.10 
Wired Complete < - : 5 96.35 
(Parchment Shades Extra) 
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Suggestions for the Sun Parlor 


WHERE COLORED LIGHTING WILL ADD CHARM, WARMTH AND COMFORT TO THE SURROUNDINGS. 
THESE FIXTURES ARE PRODUCTIVE OF LASTING SATISFACTION 


No. 1952 No. 8735 No. 9380 
1 Light 1 Light 3 
5 F " cl 1 Light 
Florentine Gold or Antique Gold Vellumesque Lantern t 8 . 
Finish Gold Estofado Finish Etched Urn—Brown Silk Cord 
Length 20 Inches—Fitter 4 Inches sta = Hanger 
Fixture Bare ; m $ 6.00 Length 25 Inches ; 
Bare with Glass 4 ~ 13.50 5 Inches by 7 Inches by 8 Inches Length 36 Inches 
Wired Complete . .  . 15.40 Wired Complete ; $46.50 Wired Complete. - $25.00 
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A Suggestion for the Breakfast Room 


No. 2005 
Spread 14 Inches—Length 36 Inches 
3 Lights 
Silver and Black or Antique Gold Finish 
Fixture Bare : z ‘ 3 - 
Wired. 
Wired Complete . R ~ 
4 Lights 
Silver and Black or Antique Gold Finish 
Fixture Bare : . 4 : : ‘ 
Wired . 
Wired Complete . 
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Suggestions for the Bed Chamber 


FLORENTINE GOLD, ANTIQUE GOLD OR IVORY FINISH 


No, 1944 
3 Lights 
Plate 12 Inches Diameter 
Fixture Bare : $11.00 
Wired Complete 14.75 


No. 1942 
2 Lights 
Plate 14x7 Inches 
Fixture Bare ~ $10.15 
Wired Complete 13.90 


(Add 20% for Ivory Finish) 
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No. 1943 
Same as No, 1944 * 
2 Lights 
Plate 10 Inches Diameter 
Fixture Bare $10.15 
Wired Complete 13.90 


a” 
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Suggestions for the Bathroom 


No. A275 
1 Light—Extends 4!4 Inches 
Bracket Bare : : $3.75 
Wired Complete 5.65 


No. A278 
1 Light 
Length Over All—7 Inches 
Fixture Complete . -$2.50 


WHITE ENAMEL FINISH 


No. 2608 


1 Light —Extends 9 Inches 
Bracket Complete with Pull Chain Receptacle 
and Glass ; ‘ $5.50 


No. 3216 
1 Light—Extends 5 Inches 
Bracket Bare ‘ : $ 8.15 
Wired Complete - ‘ 10.00 


No. 2607 


1 Light—Extends 10 Inches 


Bracket Complete with Pull Chain Receptacle 
: ; $5.50 


and Glass 


17 


No. A276 
1 Light—Extends 414 Inches 
Bracket Bare 3 $2.65 
Wired 4.55 
Wired Complete 4.95 


No. 60-40 
1 Light—Extends 5!3 Inches 
Bracket Bare . $1.40 
Wired . 3.30 
Wired Complete ‘ 3.70 


Kitchen Pendants 


One Light 


No. 85 
Brush Brass Finish 
Length 36 Inches 


Fixture Bare $1.50 I} 
Wired 5 3.40 a4 
Wired Complete. 4.80 il} 
{i} 
No. 82 i) 
Brush Brass Finish 
Length 36 Inches nt 
Fixture Bare $1.90 | 
Wired : 3.80 im 
Wired Complete 5.20 i | 
rz 
J 
2 
No. 85 No. 82 
a 
No. 86 
Length 36 Inches 
White Enamel Finish 
Fixture Bare : : $3.40 
Wired 5.30 
Wired Complete 5.70 | 
Brush Brass Finish 
Fixture Bare 2.50 
Wired ‘ os 4.40 
Wired Complete 4.80 
No. 87 No. 88 


Brush Brass Finish 
Length 36 Inches 


With Current Tap Attachment 


Fixture Wired 
Wired Complete 


Brush Brass Finish 
Length 36 Inches 


Fixture Bare $1.25 
$8.40 Wired 3.15 
9.00 Wired Complete 3.55<e 


No. 88 
19° 


Vex 


No, 8728 
Gold Estofado 


No. 7728 


Silver Estofado 
Spread 19 Inches—Length 45 Inches 
5 Lights 


Wired Complete 5 7 2 : $114.00 
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No. 8723 
Gold Estofado 


No. 7723 
Silver Estofado 
Extends 414 Inches 
Wall Plate 4145x1014 Inches 
2 Lights 
Wired Complete : $26.25 
(Parchment Shades Extra) 


No. 8760 


Gold Estofado 
No s/i200 No. 7732 
Silver Estofado Silver Estofado 
Spread 20 Inches—Length 45 Inches Length 45 Inches 
5 Lights Velumesque Shade Included 
Wired Complete - x : , $112.50 4 Lights 
Wired Complete. - : : . $80.00 


(Parchment Shades Extra) 
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No. 8741 


Gold Estofado 
Spread 21 Inches—Length 13 Inches 
6 Lights 


Wired Complete : . $86.25 


No. 7766 
Silver Estofado 


Spread 10 Inches—Length 12 Inches 
3 Lights 


Wired Complete E FS 25.50 


Gold Estofado 
Spread 24 Inches—Length 19 Inches 
6 Lights 


Wired Complete. . $116.25 
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No. 8746 
Gold Estofado 


No. 7746 


Silver Estofado 
Extends 414 Inches—Spread 10 Inches 
2 Lights 
Wired Complete E : “ $24.50 
(Parchment Shades Extra) 


No. 7761 


Silver Estofado 
Spread 16 Inches—Length 45 Inches 


5 Lights 
Wired Complete 2 $47.00 


No. 7764 


Silver Estofado 
Spread 7 Inches—Length 36 Inches 
3 Lights 
Wired Complete ‘ : ; $31.25 
(Parchment Shades Extra) 


No. 7763 


Silver Estofado 
Spread 16 Inches—Length 12 Inches 
§ Lights 


Wired Complete 5 5 A $40.75 
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No. 8718 
Gold Estofado 
No. 7718 


Silver Estofado 
Extends 5 Inches—1 Light 


No. 8767 
Gold Estofado 


No. 7767 


Silver Estofado 
Extends 5} Inches—1 Light 
Wired Complete : ‘A 3 . $17.55 Wired Complete 5 ‘ ° $20.75 
No. 8769 (Parchment Shade Extra) 
Gold Estofado 
No. 7769 


Silver Estofado 
Extends 5 Inches—Spread 10 Inches 
2 Lights 
Wired Complete y 2 5 $21.60 


(Parchment Shade Extra) 


—— 


No. 8734 


Gold Estofado 
Diameter 11 Inches—Length 45 Inches 


4 Lights 
Wired Complete . 5 “ $61.50 
No. 8745 
Gold Estofado 
No. 8739 No. 7745 
Gold Estofado Silver Estofado 
Diameter 10 Inches—Length 13 Inches Extends 5% Inches—1 Light 
1 Light Wired Complete : $17.00 
Wired Complete ° MS < $26.25 (Parchment Shade Extra) 
24 
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5 Lights 
Spread 19 Inches—Length 36 Inches 
Fixture Bare . 7 . $ 96.00 
Wired Complete F 105.40 


(Parchment Shades Extra) 


1 Light 
Extends 4 Inches 
Bracket Bare . $6.60 
Wired Complete . 8.50 


No. S9009 


8 Lights 
6 Lights Outside—2 Lights Inside 
Spread 22 Inches—Length 42 Inches 
Bowl 18 Inches 
Fixture Bare with Glass. 
Wired Complete . : oy 
(Silk Shades Extra) 


$111.00 
130.00 
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No. 1923 
10 Lights 
8 Lights Outside, 2 Lights Inside 
Silver and Black Finish 
Spread 21 Inches—Length 42 Inches 
Bowl 14 Inches 

Fixture Bare with Glass , 
Wired Complete 


$ 94.00 
116.00 
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No. 1923!5 
2 Lights 
Silver and Black Finish 
Spread 7 Inches—Extends 5 Inches 
Bracket Bare . ‘ $15.00 


Wired Complete 18.75 
(Parchment Shades Extra) 


¢-% 


No. 1933 
5 Lights 
Florentine Gold or Antique Gold Finish 
Spread 16 Inches—Length 36 Inches 
Fixture Bare. : A ; 3 $60.00 
Wired Complete. A . : - 69.40 
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No. 1950 


Spread 17 Inches—Length 36 Inches 
4 Lights 
Florentine Gold or Antique Gold Finish 
Fixture Bare 
Wired Complete 


5 Lights 
Florentine Gold or Antique Gold Finish 
Fixture Bare “ - 
Wired Complete. D 5 qi 
(Parchment Shades Extra) 


$39.00 
46.50 


$45.00 
54.40 
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Fixture Bare . 


No. 9401 
1 Light—Extends 4 Inches 


Florentine Gold or Antique Gold Finish 
Bracket Bare $5.65 


Wired Complete $7.55 


5 Lights 
Silver and Black Finish 
Spread 18 Inches—Length 36 Inches 


$42.00 Wired Complete . $51.40 


No. 194914 
1 Light—Extends 4 Inches 
Florentine Gold or Antique Gold Finish 
Bracket Bare 3 ‘ $5.65 
Wired Complete ; 7.55 


No. 1948 
5 Lights 
Antique Gold Finish 
Spread 17 Inches— Length 36 Inches 
Fixture Bare . 5 a : $90.00 


Wired Complete . “ 4 i 5 99.40 


- No. 1949 
Spread 17 Inches—Length 36 Inches 
4 Lights 
Florentine Gold or Antique Gold Finish 


Fixture Bare . $30.00 
Wired Complete. ; : j pero ao0, : 
5 Lights : 
Florentine Gold or Antique Gold Finish 
Fixture Bare 5 : ; : 5 RERA 
Wired Complete. ‘ ‘ » Lain} 
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No. 1959 


5 Lights 
Antique Gold Finish 
Spread 18 Inches—Length 24 Inches 
Fixture Bare 4 A $90.00 
Wired Complete ; 99 40 


No. 1958)4 


2 Lights 
Silver and Black Finish 
Spread 7 Inches—Extends 6 Inches 
Bracket Bare . ; “ $18.75 


Wired Complete . : 22.50 
(Parchment Shades Extra) 


No. 1958 


5 Lights 
Silver and Black Finish 
Spread 20 Inches —-Length 36 Inches 
Fixture Bare 7 . ¢ ' : 2 $90.00 


Wired Complete _- ‘ ‘ A 4 r 99.40 
(Parchment Shades Extra) 
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No. 1920!4 


2 Lights 
Silver and Black Finish 
Spread 8 Inches—Extends 5 Inches 
Bracket Bare . 3 : $13.15 
Wired Complete : ; 16.90 


No. 1920 
5 Lights 
Silver and Black Finish 
Spread 18 Inches—Length 36 Inches 
Fixture Bare. 5 $ 5 5 $42.00 
Wired Complete . A A : Rel 40 


No. 1921 
6 Lights—4 Lights outside, 2 Lights inside 
Florentine Gold or Antique Gold Finish 
Spread 21 Inches—Length 36 Inches 
Bowl 14 Inches 
Fixture Bare with Glass . : . $55.00 
Wired Complete P ‘ A . 66.25 
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No. 2060 
1 Light Extends 4 Inches 
Florentine Gold or 
Antique Gold Finish 
Bracket Bare $ 6.00 
Wired . A 7.90 
Wired Complete 8.55 


No, 1940 
4 Lights 
Florentine Gold or Antique Gold Finish 
Plate 16 Inches Diameter—Length 12 Inches 
Fixture Bare . : =i : $13.50 
Wired Complete. 5 A . 3 21.00 


No. 1937 


7 Lights 
5 Lights Outside, 2 Lights Inside 
Florentine Gold or Antique Gold Finish 
Spread 17 Inches—Length 16 Inches 
Bowl 14 Inches 


Fixture Bare with Glass é A 4 $43.00 
Wired Complete . : Se oOnLo 


No, 1929 

4 Lights 

Florentine Gold or Antique Gold Finish 
Plate 16 Inches Diameter—-Length 36 Inches 


Fixture Bare. ; $20.25 
Wired Complete. 3 : : 27.75 
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No. 2063 
2 Lights 
Florentine Gold or Antique Gold Finish 
Spread 9 Inches—Extends 4 Inches 
Bracket Bare . SLO nzo: 
Wired Complete , : ; 19.00 


No. 1928 No. 1934 
7 Lights _ : 6 Lights 
5 Lights Outside, 2 Lights Inside 4 Lights Outside, 2 Lights Inside 
Florentine Gold or Antique Gold Finish Silver and Black Finish 
Spread 17 Inches—Length 36 Inches Spread 17 Inches—Length 36 Inches 
Bowl 14 Inches Bowl 10 Inches 
Fixture Bare with Glass 5 i $59.00 Fixture Bare with Glass » : é $43.50 
Wired Complete. "i . : 72.15 Wired Complete. . ; . - $4.75 
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No. 1935 : 
6 Lights—4 Lights Outside, 2 Lights Inside 
Silver and Black Finish 
Spread 17 Inches—Length 36 Inches 
Bowl 10 Inches 
Fixture Bare with Glass 
Wired Complete 


(Parchment Shades Extra) 


No. 2062 
1 Light—Extends 4 Inches 
Florentine Gold or Antique 

Gold Finish 

Bracket Bare 


$6.00 
Wired Complete 7.90 
; Silver and Black Finish 
a Bracket Bare 
Wired Complete 9.15 


$46.50 
BYE 


No. 193514 


1 Light—Extends 4 Inches 
Silver and Black Finish 
Bracket Bare 


No. 1932 


6 Lights—4 Lights Outside, 2 Lights Inside 
Silver and Black Finish 
Spread 17 Inches—Length 36 Inches 
Bowl 10 Inches 
Fixture Bare with Glass 
Wired Complete 
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: 7 $7.50 
Wired Complete 9.40 


No. 2058 
1 Light—Extends 
4 Inches 
Florentine Gold or 
Antique Gold Finish 
Bracket Bare 
Wired Complete 


No. 1927. 
4 Lights 
3 Lights Outside—1 Light Inside 
Florentine Gold Finish 
Length 36 Inches —Bowl 18 Inches 


Fixture Bare with White Bowl $37.15 
Wired Complete . ; : 44.65 
Fixture Bare with Ivory Bowl aie 

, . -25 


Wired Complete 
34 
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1 Light 
Florentine Gold Finish 
Length 36 Inches—Bowl 16 Inches 


Fixture Bare with White Bowl $25.40 
Wired Complete : F 27.30 
Fixture Bare with Ivory Bowl 29.25 

. : 31.15 


Wired Complete 
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No. 2059 
1 Light—Extends 4 Inches 
Florentine Gold or Antique 
Gold Finish 
Bracket Bare : $6.00 
Wired , 7.90 
Wired Complete : 9.55 


No. 1925 No. 1926 
1 Light 1 Light 
Florentine Gold Finish Florentine Gold Finish 
Length 36 Inches—Bow! 16 Inches Length 36 Inches-- Bowl 16 Inches 
Fixture Bare with White Bowl . $25 40 Fixture Bare with White Bowl $23.65 
Wired Complete . . 27.30 Wired Complete. Saou 
Fixture Bare with Ivory Bowl . + >, 29525 Fixture Bare with Ivory ‘Bowl P 27.00 
Wired Complete i é 5 A 31.15 Wired Complete A 3 n 28.90 
35 
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2 Lights 
Silver and Black Finish 
Spread 8 Inches—Extends 5 Inches 
Bracket Bare $22.50 
Wired Complete 26.25 


No. 9159 
5 Lights 
Silver and Black Finish 
Spread 18 Tngper—-Length 36 Inches 
Fixture Bare : ; $75.00 
Wired Complete. ; 84.40 


No. 1941 
3 Lights 
Florentine Gold or Ivory Finish 
Spread 12 dpanssrLenetil 36 Inches 
Fixture Bare . : $11.90 
Wired Complete . " 17.55 
Add 20% For Ivory Finish 
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2 Lights 


Spread 6 Inches—Extends 4 Inches 
Florentine Gold Finish 


Bracket Bare : E $13.15 
Wired Complete x ¢ . 16.90 
Silver and Black Finish 
Bracket Bare , : : $15.75 
Wired Complete : . 19.50 


Silk Shades Extra 


No. 3311 


4 Lights 


Florentine Gold Finish 
Spread 15 Inches—Length 24 Inches 


Fixture Bare $37.50 
Wired Complete 45.00 


Extends 4 Inches 
Gold Finish 


1 Light 2 Light 


Bracket Bare « $4.50 $ 6.40 
Wired Complete . 6.40 10.15 
Silver Finish 
Bracket Bare é 5.00 ahs 
No. 1945 Wired Complete . 6.90 10.90 
5 Lights Ivory Finish 
: . si Bracket Bare e 5.65 7.90 
Florentine Gold or Antique Gold Finish Wired Complete . 7.55 11.65 


Spread 16 Inches—Length 9 Inches Z 
ES = Candle Type Furnished at same 


Fixture Bare ; : : : . $28.15 u 
Wired Complete . . - + = + 37.55 Price 
37 
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5 Lights 


Spread 15 Inches —Length 36 Inches 


Fixture Bare 


Wired Complete : 
Colonial Bra 


Fixture Bare 


Wired Complete : 


No. 1903 
5 Lights 


Butler Silver Finish 


ss Finish 


Florentine Gold or Antique Gold Finish 


Spread 17 Inches-—Leng 


Fixture Bare 


Wired Complete ; 


th 36 Inches 


$30.00 
39.40 
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Bracket Bare 


Bracket Bare 


No. 2067 


2 Lights 


> Wired Complete 


No. 2072 
2 Lights 
Florentine Gold or Antique 
Gold Finish 
Spread 7 Inches—Extends 4 Inches 


Butler Silver or Colonial Brass 


Finish 
Spread 8 Inches—Extends 5 Inches 
$12.25 
16 00 


$11.25 


Wired Complete 


No. 1902 
4 Lights 
Florentine Gold or Antique Gold Finish 


Spread 17 Inches— 
Fixture Bare i i 
Wired Complete 


Length 36 Inches 


15.00 


$24.40 
31.90 


No. 2068 


2 Lights 
Butler Silver or Colonial 
Brass Finish 
Spread 8 Inches 
Extends 5 Inches 
Bracket Bare . 5 SL2L25 
Wired Complete 16.00 


No, 1989 
5 Lights 
Spread 15 Inches —Length 36 Inches 
Butler Silver Finish 
Fixture Bare ‘ 5 " 7 1$33275 
Wired Complete ; i : : 43.15 
Colonial Brass Finish 
Fixture Bare ; 7 2 F . $28.15 
Wired Complete : 3 ; 5 37.55 


No. 1904 

5 Lights 
Florentine Gold or Antique Gold Finish 
Spread.17 Inches--Length 36 Inches 


Fixture Bare “ 3 i : - $30.00 
Wired Complete ; 7 ¢ Fs 39.40 
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No. 1968 


5 Lights 
Spread 17 Inches—Length 36 Inches 


Fixture Bare. 
Wired Complete 5 
(Parchment Shades Extra) 


No. 1972 
5 Lights 
Spread 17 Inches—Length 36 Inches 


Fixture Bare. 
Wired Complete 


No. 1986 
3 Lights 
Spread 14 Inches—Length 36 Inches 
Fixture Bare. 0 
Wired Complete . i a : 
(Parchment Shades Extra) 


FLORENTINE GOLD, ROMAN GOLD 
OR GRAY GOLD FINISH 


$24.40 
33.80 


$25.35 
34.75 


$17.85 
23.50 


\ 


No. 2052 


1 Light 
Extends 4 Inches 
Bracket Bare . $4.50 
Wired Complete . 6.40) 


(Silk Shade Extra) / 


Serre 


No. 1972 
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> 
No. 1970 
5 Lights 
4 Lights Outside, 1 Light Inside 
Florentine Gold, Roman Gold or Gray Gold Finish 
Spread 20 Inches—Length 36 Inches 
Fitter 10 Inches 


Fixture Bare : i : $26.25 
Wired . ‘ . . F » 39.09 
Wired Complete . : 40.00 


No. 2057 


1 Light—Extends 4 Inches 
Florentine Gold, Roman Gold 
or Gray Gold Finish 


Bracket Bare. . $4.50 y 


Wired Complete. 6 40 oy 


No. 1971 

4+ Lights 

Florentine Gold, Roman Gold or Gray Gold Finish 
Spread 16 Inches—Length 36 Inches 


Fixture Bare : : $20.65 
Wired Complete. ‘ : F 28.15 
Silver and Gray Finish 
Fixture Bare c : ; $24 75 
Wired Complete 32.25 


(Parchment Shades Extra) 


—_—cs 


No. 2056 
1 Light—Extends 4 Inches 

Bracket Bare 4 $4.70 

Wired Complete , : » 660 


t 

No, 1982 

4 Lights 

Spread 16 Inches- Sreeth 36 Inches 

/ Fixture Bare. 
4 Wired Complete 
i No. 1987 
; 3 Lights 


Spread 14 Inches--Length 36 Inches 
Fixture Bare. 
Wired Complete 


(Patsnpiantc Shades Sires 


No, 1983 
5 Lights 
Spread 17 Inches ‘Length 36 Inches 
Fixture Bare, $25.35 
Wired Complete ne Stel> 


: (Parchment Shades Extra) 


No. 2079 


2 Lights 
Extends 4 Inches 
Spread 6/4 Inches 
Bracket Bare . $ 7.50 
Wired Complete. > Li2s 


No. 2080 


2 Lights 
Extends 4 Inches 
Spread 614 Inches 
Bracket Bare. a ER 
Wired Complete , . 11.25 


Wired Complete 


No. 2076 


2 Lights 
Spread 51% Inches 
Extends 2) Inches 


Bracket Bare 
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2 Lights 
Extends 4 Inches 
Spread 6!4 Inches 


Bracket Bare. - $ 6.60 
Wired r : 10.35 
Wired Complete 11.65 


No. 2082 


2 Lights 
Extends 4 Inches 
Spread 6!5 Inches 


Bracket Bare. - $ 6.60 
Wired. : ; 10.35 
Wired Complete . oo 


bh 


No. 9121 
6 Lights 


4 Lights Outside—2 Lights Inside 
Spread 20 Inches—Length 42 Inches 


Fixture Bare with Glass 


Wired Complete 


Bowl 16 Inches 


101 


SILVER AND BLACK FINISH 


Extends 4 Inches 


Bracket Bare ; 
Wired Complete 11.30 


$ 87.25 


65 


No. 912114 
1 Light 


$ 9 40 
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6 Lights 
Spread 22 Inches—Length 42 Inches 
Blue Silk Cord Hanger or Chain 
Fixture Bare. 5 ; : 
Wired Complete 


$ 93.75 
ae ; : 105 00 
(Silk Shades Extra) 
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No. 2077 
1 Light—Extends 5 Inches 
Butler Silver Finish 


Bracket Bare . $5.00 
Wired Complete 6.90 


No. 2011 
4 Lights 
Butler Silver Finish 
Spread 20 Inches—Length 36 Inches 
Fixture Bare with Parchment Shade 
Wired Complete : 1 


No. 2083 
2 Lights 
Florentine Gold, Roman 
Gold or Gray Gold Finish 
Extends 4 Inches 
Spread 614 Inches 
Bracket Bare . . $ 7,50 
Wired Complete 11.25 
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No. 2075 


2 Lights 
Butler Silver Finish 
Extends 414 Inches 
Spread 5 Inches 
Bracket Bare . « $ 6275 
Wired Complete . . 10.50 


wey pe 
78.75 
No, 2084 
2 Lights 
Florentine Gold, Roman Gold 
or Gray Gold Finish 


Extends 4 Inches 
Spread 6!5 Inches 
Bracket Bare . $ 7.50 
Wired Complete . 11.25 


v 
No. 1911 
5 Lights 
Spread 17 Inches 
Fixture Bare . . ‘ ‘ 
Wired Complete : 5 
No. 1910 
4 Lights 
Spread 16 Inches 
Fixture Bare 5 _ i = 
Wired Complete 2 
No. 1909 
3 Lights 


Fixture Bare i F 
Wired Complete . | 


No. 2053 
a Light Extends 4 Inches 


Bracket Bare. . $3.60 
Wired . Fs 5.50 
Wired Complete with 
Pansy Glassware . . 6.15 
* 


Spread 14 Inches 


No. 2051 


Bracket Bare 
Wired Complete 


No. 1908 
5 Lights 
Spread 17 Inches 


Fixture Bare 
Wired . 
Wired;Complete ; 


No. 1907 
4 Lights 


Fixture Bare 
Wired . 
Wired, "Complete : 


No. 1906 
3 Lights 
Spread 14 Inches 
Fixture Bare ‘ é a 
Wired . ; 
Wired Complete ‘ 
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Spread 16 Inches 


1 Light—Extends 4 Inches 


- $9.29 
7.15 


: No. 2050 

ey 1 Light 

Pe 4 Extends 4 Inches 
1 Bracket Bare 

Wired Complete 


; OMRON Rv feeten : peteee ey 
Reraa DA NO ls daLalgaeg ERC i 
ais 8 Sd No. 1963 
No. 1962 3 Lights 
2 Lights Spread 14 Jnches Losey 36 Inches 
Spread 12 Inches —Lenguh 36 Inches Fixture Bare . E 3 $12.75 
Fixture Bare ; $ 9.50 Wired . . 18.40 
Wired . : ; = ERE Wired Complete ' 21.25 
Wired Complete 3 15.15 Brown Tinted Glassware 


Brown Tinted Glassware 


No. 1965 No. 1964 
5 Lights 4+ Lights 
Spread 17 Inches—Length 36 Inches Spread 16 Inches—-Length 36 Inches 
Fixture Bare 5 Ae BG ee «ee Lee aD Fixture Bare  % . : 7. - $14.40 
Wired A i ‘ é . 26.90 Wired 7 ; A - 21.90 
Wired Complete . z 7 % ‘ 30.00 Wired Complete a , -, 4 3 24.40 


White Glassware White Glassware 
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a 
No. 1961 
5 Lights 

4 Lights Outside—1 Light Inside 
Spread 15 Inches—Length 36 Inches 

Fitter 10 Inches 


FixtureBare. . | $20.65 
Wired . ; “ : & . 30.00 
Wired Complete . , 36.60 


Brown Tinted Glassware 


No. 1966 
5 Lights 
4 Lights Outside—1 Light Inside 
Spread 21 Inches—Length 36 Inches 
Fitter 10 Inches 


Fixture Bare 


: 5 5 SSIGIENS 
Wired < 7 F : . 28.55 
Wired Complete . 38.95 


Brown Tinted Glassware 
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FLORENTINE GOLD, ROMAN GOLD OR GRAY GOLD FINISH 


{ 


No. 1961 A 


5 Lights 
4 Lights Outside—1 Light Inside 
Spread 16 Inches—Length 36 Inches 
6 Inch Fitter 
12x6 Inch White Acorn 


Fixture Bare $24.40 
Wired é : 33.80 
Wired Complete 41.30 


<a 


} 


No. 1973 A 


5 Lights 
4 Lights Outside—1 Light Inside 
Spread 16 Inches—Length 36 Inches 
6 Inch Fitter 
12x6 Inch White Acorn 


Fixture Bare $24.40 
Wired : 33.80 
Wired Complete 41.30 
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No. 1973 


5 Lights 
4 Lights Outside—1 Light Inside 
Spread 15 Inches—Length 36 Inches 
10 Inch Fitter 
10x12 Inch White Bowl 


Fixture Bare $24.40 
Wired i . 33.80 
Wired Complete 38.20 


No. 1974 
4 Lights ; 
Spread 17 Inches—Length 36 Inches 
Fixture Bare 
Wired : : - : . ce 
Wired Complete with Pansy Glassware . 


No. 1992 
5 Lights 
Spread 17 Inches—Length 36 Inches 
Fixture Bare $27.20 
Wired Complete 36.60 


_ om 


No. 1969 


5 Lights 
Spread 17 Inches—Length 36 Inches 


Fixture Bare j $25.35 
Wired Complete 34.75 
= = 
— 
a) 
No. 1991 
4 Lights 
Spread 16 Inches—Length 36 Inches 
Fixture Bare : , B 5 ‘i $24.40 
Wired Complete . 31,90 
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[an 


(ilevene (livia: 


No. 1979 


No. 1978 
5 Lights 4 Lights 
Spread 17 Inches “Length 36 Inches Spread 16 Inches “Length 36 Inches 
Fixture Bare 5 3 $20.65 Fixture Bare . $16.90 
Wired % ; ; : 30.00 Wired ; . 24.40 
Wired Complete Z 34.75 Wired Complete ‘ 28.20 


(Brown Tinted Glassware) (Brown Tinted Glassware) 


he 
jes ee 
WPAPA — % 
fae ni a [a ee 
: No. 1976 
3 Lights 
Spread 14 Inches—Length 36 Inches 

Fixture Bare : : : . g . $14.10 

Wired 5 5 ‘ ‘ ; , , 9275 

Wired Complete 4 22.60 


(Brown Tinted Glassware) 


Sl 


Bed Room 


A 136 
3 Lights 
Ivory Finish 
Diameter 10 Inches 
Fixture Bare . . $10.65 ¢ 
Wired Complete . - 14.40 


No. 23046 
2 Lights 
| Diameter 7 Inches 
| | Fixture Wired 
Finish Bare Complete 
Ivory . $14.25 $18.00 
Silver . 12.75 16.50 
No. 945 Gold. 11,25 15.00 


3 Lights 
Diameter 9 Inches 


Fixture Wired 


Finish Bare Complete 
Ivory . $17.25 $22.90 
Silver . 15.75 21.40 
Gold . 14.25 19.90 


; ear res 
Oe SO eee 
4 life’. é 
. @ 
bi 
7 re 
A 137 
2 Lights 


Ivory Finish 
Diameter 8 Inches 


Fixture Bare $ 7.50 
Wired Complete 10 00 


v 
No. 2234 
3 Lights 
Diameter 9 Inches 
Fixture Wired 


Finish Bare Complete 
Ivory . $15.75 $21.40 
Silver . 14.25 19.90 
Gold . 12.75 18 40 


A 139 


3 Lights 
Diameter 12 Inches 
Fixture Wired 


Finish Bare Complete 
Ivory. $ 9.65 $13.40 
Flemish : 5 8.00 11.75 
Florentine Gold 8.00 11.75 
= 
; 52 


A 140 


2 Lights 
Plate 12x7 Inches 


Fixture Wired 


Finish Bare Complete 
Ivory . ee 0725 $ 9.75 
Flemish. ‘ 6.25 8.75 
Florentine Gold 6.25 8.75 


Bed Room Suseostions 

FLORENTINE GOLD, ROMAN GOLD OR GRAY GOLD FINISH 
ENAMELED FINISHES 

IVORY, IVORY and GOLD, PINK and WHITE or BLUE and WHITE 


No. 2055 
1 Light—Extends 4 Inches 
Bracket Bare F : 3 $4.50 
Wired Complete A 7 ; 6.40 
Enameled Finishes 
Bracket Bare 5 : $6.75 
Wired Complete ° F 8.65 


(Silk Shade Extra) 


No. 1990 
2 Lights 
Spread 12 Inches—Length 36 Inches 
Fixture Bare . - 3 : $ 9.40 
Wired 13.15 
Wired Complete with Pansy | 
Glassware - 14.65 } 
Enameled Finishes j 
Fixture Bare . : ~ -$11525 | 
Wired . . 15.00 
Wired Complete with Pansy 
Glassware. 16.50 
No. 2054 = 
el 
1 Light>Bxtends-+-Inches 
Bracket Bare 5 4 " $3.65 
Wired . 4 5.50 
Wired Complete with Pansy 
Glassware - R 6.25 
Enameled Finishes 
Bracket Bare 2 z Be AY) 
Wired . ‘ : - 7.40 
Wired Complete : : 3 8.15 
$3 


SE ES 


No. 9313 

4 Lights 
3 Lights Around—1 Light in Center 
Plate 14 Ss” uaa 24 Inches 


Fixture Bare... $ 8.65 
Wired . rite 13.65 
Wired Complete Ry kel ae 16.25 
No. 9192 
4 Lights 


3 Lights Around—1 Light in Center 
Plate 16 BochssgeAneth 24 Inches 


Fixture Bare Ri . $9.40 

Wired . F . 14.40 

Wired Complete ; = bY) 
pate 


No. 9400 . 
1 ieee ertends 6 Inches 
Bracket Bare z 5: $2.25 
Wired Complete : 5 ORES 


OR 


No. 9182 


Bracket Bare 
Wired . 
Wired Complete 


No. 9331 
2 Lights 
Plate 12x7 Inches 
Length 18 Inches 
Fixture Bare 
Wired : 
Wired Complete 
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Louis XVI ae 


FLORENTINE GOLD 


FLEMISH FINISH 


Gis ONS ININA 


SocERUASUSSOULY 


1 Light—Extends 6 Inches 


Raa 


re) 
| 
$1.90 
. 3.15 4 
3.80) \} 
No. 9194 
3 Lights 
Plate 12 Inches—Length 24 Inches 
Fixture Bare . ‘ $ 7.50 
Wired . ‘ PS20: 
Wired Complete i , 13.20 


$5.65 
8.15 
9.45 


No. 9331 


Louis XVI Design 


FLORENTINE GOLD 
OR 
FLEMISH FINISH 


No. 9182-B 
1 Light—Extends 6 Inches 


Bracket Bare $2.25 
Wired Complete 3.50 


No. ane & No. 7103-B 
ights 
¥ | 2 Lights 
Plate 14 Inches—Leneth s 36 Inches \ Plate 12x7 Inches Length 24 Inches 
iure Bare . 9.8.08 Fixture Bare : $ 8.75 
ire : : ; 
Wired Complete . , 14.35 WirediComplete +) aS 
No. 7116 
4 Lights 
Plate 16 Inches—Length 
36 Inches 
Fixture Bare . . $11.00 
Wired A i 16 00 
Wired Complete . 18,60 
No. 3063 
4 No. 7110 
SpIents 4 Lights 


4 Lights Outside— 
1 Light Inside 
Band 16 Inches—Length 


3 Lights Outside—1 Light Inside 
Plate 16 Inches—-Length 


I 36 Inches 
Rites gacnes - , Fitter 10 Inches 
Fixture Bare .  . $12.40/ \ Fixture Bare . . . $10.95 
Wired. . 18.65% Wired. aly & RS 
Wired Complete ~ 22V80 


Wired Complete pays0o 


4 
1} + 
i 1%) * 
© 
i} 
' « 
* ‘ 
| a u 
~ “ 
« ~ 
= * 
ii ~ | * 
= * ij 
i} y 
uy 
| ; 
, : P 
f f a | 
} » bY Y 
e V 
No. 9353 
4 Lights 
Plate 16 Inches-—Length 24 Inches 
Fixture Bare . $ 9.80 
Wired . - 5 . 14.80 
Wired Complete ‘: : 17.40 


; 
: 
( 
by t 
| 
F 4 
No. 9332 
2 Lights 
Plate 12x7 gnphee Length 18 Inches 
Fixture Bare . : $ 5.65 
Wired . “ Fi 2 ; 8.15 
Wired Complete . gta 9 45 
J 


Ironwood 
Blossom Design 


FLORENTINE GOLD 
OR 
FLEMISH FINISH 


i 


No. 3198 


1 Light—Extends 6 Inches 


Bracket Bare 
Wired 
Wired Complete 
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$1.90 


é F 
o : | 
4 st 
{ 
= } {| 
ad 1 
key 
1H} | 
| s \ | 
'@) 


No. 9370 

4 Lights 
3 Lights Around—1 Light in Center 
Plate 14 pocneeaecoet 24 Inches 


Fixture Bare . ; ; $ 8.65 

Wired . 13.65 

Wired Complete : : : 16.25 
No. 9352 


3 Lights Around 
Plate 12 Inches—Length 24 Inches 


Fixture Bare . ; : $ 7.50 
Wired . : £ SES 
Wired Complete ; F - 13.20 


. No. 1002 


4 Lights 
Plate 16 Inches— mes 18 Inches 
Fixture Bare . ; .$10.80 
Wired . : , eI BL) 
Wired Complete 5 x é 18.40 


No. 3189 

: 3 Lights 
Plate 14 Inches—Length 36 Inches 
Fixture Bare . ; $ 8.65 
Wired . i : ; 12.40 
Wired Complete A 14.35 

No. 3168 

4 Lights 
Plate 16 Inches—Length 36 Inches 
Fixture Bare . : ; $11.00 
Wired . 4 é 16.00 
Wired Complete . F 18.60 

No. 3069 

5 Lights 


4 Lights Outside—1 Light Inside 


Band 16 Inches—Length 36 Inches 
Fitter 10 Inches 


Fixture Bare ; , . $12.40 
Wired : F A ; . 18.65 
Wired Complete . c 25.65 


Ironwood Blossom 
Design 


FLORENTINE GOLD 
OR 
FLEMISH FINISH 
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No. 9103 

2 Lights 
Plate 12x7 Inches—Length 36 Inches 
Fixture Bare . ; 5 i $ 8.00 
Wired . : 10.50 
Wired Complete . ; : 11.80 


No. 7111 
4 Lights 
3 Lights Outside—1 Light Inside 
Band 16 Inches—Length 36 Inches 
Fitter 10 Inches 


\ Fixture Bare: esse <= “S10:95 
\ Wired ‘ = < : 18.95 
4 Wired Complete. ; 22.30 


FLORENTINE GOLD OR FLEMISH FINISH 


No. 9100 

1 Light 

14x15 Inch White Bowl 
Length 36 Inches 


TROL I Sam $5.25 
RVC Meee fortes t i} 6s 6,50 
Wired Complete. <a 12.15 


No. 9000 


1 Light 
14x16 Inch White Bowl 
Length 36 Inches 


ROXtNrerGarewe ens 8. « = “oi0e29 
Wired . i “i 4 6.50 
Wired Complete. : : " 12.75 
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No. 9301 
4 Lights 
3 Lights Outside—1 Light Inside 
14x16 Inch White Bowl—Length 36 Inches 


Fixture Bare 5 : ; : eS hoato 
Wired ’ 13.75 
Wired Complete . A PRD 
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No. 6005 
1 Light 
10x12 Inch White Bowl —Length 24 Inches 

Fixture Bare 

Wired. . m 

Wired Complete 


$ 4.80 
6 30 


12.55 


Se 


| ) \ 
poy 
Gil 
aS ae 
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fh 
ay 
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No. 6002 
4 Lights 
3 Lights Outside—1 Light Inside 
Fitter 10 Inches—Length 36 Inches 


Fixture Bare . ; 2 . . $ 8.65 

Wired . ; ; 5 3 : 13.65 

Wired Complete . 4 ‘ : . 17.90 
5 Lights 


4 Lights Outside—1 Light Inside 
Fitter 10 Inches—Length 36 Inches 


Fixture Bare . ; Z ; A . $10.00 
Wired . ‘ F : ; ; 16.25 
Wired Complete . : : r . 21.00 
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1 Light—Extends 6 Inches 


Bracket Bare ¢ $1.50 
Wired . ' 2.75 
Wired Complete . 3.15 


No. 6001 


Plate 14 Inches—Length 36 Inches 
3 Lights 
Fixture Bare . ; ; $ 8.25 
Wired . A A 12.00 
Wired Complete . : 13.20 
4 Lights 
3 Lights Around —1 Light in Center 
Fixture Bare . $ 9.00 
Wired . : : . 14.00 
Wired Complete . i r 15.60 


No. 3372 
3 Lights 
Spread 48 Inches—Length 48 Inches 
Brush Brass Finish 


Fixture Bare With Shades ._ $37.50 Wired Complete. $45.00 
= : Statuary Bronze Finish 
Fixture Bare With Shades ; ma 25) Wired Complete . . . .- 48.75 


No. 3375-A 

3 Lights 

Spread 48 Inches—Length 48 Inches 
Brush Brass Finish 


Fixture Bare With Shades . . $70.00 Wired Complete . $77.50 
Statuary Bronze Finish 
Fixture Bare With Shades . . 77.50 Wired Complete 85 00 
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Fixtures 


\ f 4 ' \ SRS 
A TAN VRE 
Ji = ve 


No. 9190 
1 Light 
No. 1957 Florentine Gold or 
1 Light Flemish Finish 
Florentine Gold or Antique Gold 6x34 Inch White Acorn 
Finish Length 36 Inches 
7x14x314 Inch Decorated Globe Fixture Bare . $7.50 
Length 36 Inches Wired . - 9.40 


Fixture Bare With Glass $33.65 Wired Complete 10.90 


Wired Complete 5 f 35.50 


No. 9189 


1 Light 
Florentine Gold or 
Flemish Finish 
Nomoto) Spread 9 Inches 
3 Lights 


Length 36 Inches 
Florentine Gold or Flemish Finish Fitter 214 Inches 
Spread 9 Inches—Length 36 Inches 


Fixture Bare . $12.20 

Fixture Bare . Aare sey KR Wired . : *! -14.10 

Wired Complete eee eels 380. Wired Complete . 14.75 
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No. 9184 
1 Light 
Florentine Gold or 
Flemish Finish 
10x6 Inch White Acorn 
Length 36 Inches 
Fixture Bare . $10.40 
Bare with Glass 14.75 
Wired Complete 16.65 


No. 999 
1 Light 
1014x9x6 Globe 
Fitter 6 Inches—Length 36 Inches 
Florentine Gold or Flemish Finish 


FixtureBare . . . . + $3.75 
Bare withGlass . . . - 6.90 
Wired Complete. . . - - 8.80 
Statuary Bronze Finish 
FixtureBare . . . . «+ $4.40 
Bare with Glass otek wltsae 
Wired Complete . . - - = 9.40 
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No, 9185 
1 Light 
Florentine Gold or 
Flemish Finish 
12x6 Inch White Acorn 
Length 36 Inches 
Fixture Bare . $10.40 
Bare with Glass 17.90 
Wired Complete 19.80 


* Sy 
: Ul 
ie A 
% ¥ 
b=; 
i 
No. 9360 us 
No. 9359 ae ie No. 9361 
1 Light Brush Bins Finish 1 Light 
Florentine Gold or 8x4 Inch Decorated Florentine Gold or 
[Flemish Finish Urn in Pink, Blue Flemish Finish 
9x4 Inch Adam or Yellow 9x4 Inch Adam 
Etched Urn Length 36 Inches Etched Urn 
Length 36 Inches Fixture Bare Length 36 Inches 
Fixture Bare §$ 5.85 $2.25 Fixture Bare $ 6.40 
Bare with Glass 15.85 Wired). 415 Bare with Glass 14.55 
Wired Complete 17.75 Wired Complete Wired Complete 16.45 
> 6.90 
eS og! = 
ec = 
No. 9364 No. 9362 
1 Light 1 Light 


Brush Brass Finish 
: 9x4 Inch Adam 
Etched Urn 
Length 36 Inches 


Fixture Bare $ 5.85 
Bare with Glass 15.85 
Wired Complete 17.75 


Brush Brass Finish 
9x4 Inch Adam 
Etched Urn 
Length 36 Inches 


Fixture Bare . $ 5.85 
Bare with Glass 15.85 
Wired Complete Wievo 


i” 


446 ah) oan 


rein a 


fein Ker < 


No. 1999 
1 Light 
Florentine Gold, 
Roman Gold or 
Gray Gold Finish 
Fitter 214 Inches 
Length 36 Inches 
Fixture Bare 
Wired . 


(Brown Tinted 
Glassware) 


$2.85 
i 5 4.75 
Wired Complete 5.70 


No. 2000 
1 Light 
Florentine Gold, Roman 
Gold or Gray Gold 
Finish 
6x314 Inch Brown 
Tinted Acorn 

Length 36 Inches 


Fixture Bare $3.00 
Wired ‘ 4.90 
Wired Complete 7.40 


Lay =, 


No. 3202-A 
1 Light 
Florentine Gold or 
Flemish Finish 
Fitter 214 Inches 
Length 36 Inches 


No. 7202-G 
1 Light 
Florentine Gold or 
Flemish Finish 
Fitter 2!4 Inches 
Length 36 Inches 


Fixture Bare $4.00 Fixture Bare $3.75 
Wired... 5.90 Wired with Pull 
Wired Complete 6.50 Socket - 6.25 


(White Glassware) 


65 


Wired Complete 6.90 
: j (White Glassware) 


No. 7197 
1 Light 
Florentine Gold or 
Flemish Finish 
6x3!4 Inch White Acorn 
engi 36 Inches 
Fixture Bare $4.15 
Wired . . 6.00 
Wired Complete 7.50 


No. 128 


1 Light 
614x714x314 Inch Acorn 
Length 36 Inches 
Fixture Bare . $ 5.00 
Wired . ; ; 6.90 
Wired Complete 11 90 


Shade 214x8 Inches 
Length 36 Inches 


Wired Complete : 


1 Light 
Shade 2!4x8 Inches 
Length 36 Inches 
Fixture Bare . $ 5.00 
Wired . eh e 6.90 
Wired Complete 16.25 


3P-3016 
1 Light 
Silk Cord Drop 
Rose, Gold or Blue 
Wired Complete with 
Chain Pull Socket $10.00 
Lamp Not Included 
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No. 9378 

1 Light 
Brush Brass Finish 
Fitter 214 Inches 
Length 36 Inches 


Fixture Bare . $3.65 
Wired . . So) 
Wired Complete 7.00 


‘ 


No. 1954 
1 Light 
Florentine Gold or 
Antique Gold Finish 
Diameter 4 Inches 


Fixture Bare . $3.75 


Complete meres 4: 
Lamp Not Included 


15 


No. 1947 


1 Light 
Florentine Gold or 
Antique Gold Finish 
Fitter 214 Inches 
Length 36 Inches 
Fixture Bare . $4.15 
Wired . dl 2 00) 
Wired Complete 7.65 
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No. 9379 
1 Light 
Florentine Gold or 
Flemish Finish 
Fitter 2!4 Inches 
Length 36 Inches 
Fixture Bare . $3.00 
Wired =. 5.0. | 4n90 
Wired Complete 6.40 


‘ 


No. 1956 
1 Light 
Florentine Gold or 
Antique Gold Finish 
Diameter 3 Inches 
Fixture Bare . $2 90 
Complete. eel 
Lamp Not Included 


= 


= 


a a = ES SFE 


Florentine Gold or 
Flemish Finish 
Diameter 6 Inches 
Fitter 214 Inches 


Fixture Bare . $1.90 
Complete . . 380 


No. 1953 
1 Light 
Florentine Gold or 
Antique Gold Finish 
Diameter 4 Inches 
Fixture Bare . $5.65 
Wired Complete 6.90 
Lamp Not Included 


No. 902 


1 Light 
Brush Brass Finish 
Diameter 6 Inches 
Fitter 214 Inches 
Fixture Bare . $1.75 
Complete . 5 3.15 


No. 9210 
1 Light 
Florentine Gold or 
Flemish Finish 
Diameter 734 Inches 
Fitter 214 Inches 


5 Ds Gd,h 


Fixture Bare $2.25 
pasiee SA Complete . 7.65 
No. 1951 Se 
1 Light 


Florentine Gold or 

Antique Gold Finish 
Diameter 4 Inches 
Fitter 214 Inches 


Fixture Bare . $4.75 NS 
Wired . ex? 6.00 Ne 
Wired Complete 7.65 : 


No. 9371 


1 Light 
Brush Brass Finish 
Diameter 5 Inches 
Fitter 214 Inches 
Fixture Wired with Chain 
Pull Receptacle $3.75 
Complete . ! 5.15 


Rye, 

a Dicg 2 E 
No, 9211 

1 Light 


Flemish Finish 
Diameter 8 Inches 
Fitter 214 Inches 
Fixture Bare . $2.25 No. 1955 
Complete . : 4.15 1 Light 
Florentine Gold or 
Antique Gold Finish 
Diameter 6 Inches 
Fixture Bare. $4.15 
Complete . 4.55 
Lamp Not Included 
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No. 4018 


1 Light 
Cast Iron Black Finish 
Fitter 314 Inches 
Diameter 7 Inches 
6x314 Inch C.R.I. Ball 
Fixture Bare . $1.65 
Complete . : 265 


No. 907 


1 Light 
Brush Brass Finish 
Diameter 5 Inches 
Fitter 214 Inches 
Fixture Bare . $ .75 
Wired Complete 2.50 


No. 908 
2 Lights 
Brush Brass Finish 
Hinged Band 12 Inches 
Fitter 10 Inches 
10x5 Inch C.R.I. Dish 
Fixture Bare . $ 4.65 
Wired. 7.15 
Wired Complete 10.90 


No. 9208 


1 Light 
Florentine Gold or 
¥Flemish Finish 
Diameter 6 Inches 
Fitter 314 Inches 


f6x314 Inch White Acorn 


Fixture Bare . $2.00 
Complete . , 3.90 
Te 

q 

bs 

No, 9381 
1 Light 


arentine Gold?or 
Flemish Finish 


Fixture Complete $1.90 
Lamp Not Included 
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No. 901 


1 Light 
Brush Brass Finish 
Diameter 514 Inches - 
Fitter 314 Inches 
6x314 Inch C.R.I. Ball 


Fixture Bare . -50 
Complete c 1.40 
No. 829 
Cast Iron Black Finish 
Fixture Bare. 40 
Complete - 1.30 


No, 9382 
1 Light 
Florentine Gold or 
Flemish Finish 
Fixture Complete $2.25 
Lamp Not Included 


VVVIV IVD 


SS ee 
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No. 9206 
1 Light 
Fitter 6 Inches—12x6 Inch White Acorn 


Fixture Bare $10.40 
Bare with Glass 17.90 
Wired Complete . 19.80 


2 Lights 
Band 16 Inches—Fitter 10 Inches 
10x12 Inch White Bowl 


Fixture Bare 
Wired : F 
Wired Complete z 
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No. 9207 


1 Light 
Fitter 6 Inches 
10x6 Inch White Acorn 


Fixture Bare . $ 5.65 
Wired 7.50 
Wired Complete 11.90 


$ 5.00 
8.75 
13.15 


ty sapgnolbanl Slabs 


No. 9377 
5 1 Light 
Fitter 6 Inches —Length 40 Inches 


12x6 Inch Gothic Design White Globe 


Fixture Bare . F " $ 7.50 
Wired . a : : 4 9.40 
Wired Complete . % : 15.00 
White Enameled Metal Reflector 
Included 


Gothic Designs 


SUITABLE FOR CHURCHES, ETC. 
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JAN 25 1939 


eign Divisi™ 


No, 9376 


1 Light 
Fitter 6 Inches Diameter 9 Inches 
12x6 Inch Gothic Design White Globe 


Fixture’ Bare . $ 5.65 
Wired , ¢ 7.50 
13.20 


Wired Complete 


ES 


Ornamental 
Lighting Units 


FLORENTINE GOLD FINISH 


= 
= No. 2006~555-E8 
i 1 Light 
Fitter 6 Inches—Length 50 Inches 
+3 15x9x6 Inch Adam Etched Globe 
% Fixture Bare . ‘ 3 : $10.40 
q Bere se. ; Bare with Glass. : ; 27.90 
we i —_ (Wincal @enrstic. "29.80 


No, 2008-555 
1 Light 
Fitter 6 Inches—Length 50 Inches 
15x9x6 Inch Radiant Globe 


Fixture Bare . 5 F . $10.40 
Bare with Glass . . 22,90 Socket and White Enameled Reflector 
Wired Complete . , , 24.80 Included 
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No. 2007-5423E3 


1 Light 
Fitter 6 Inches 
Length 50 Inches 
14x9x6 Inch Adam Etched Globe 


Fixture Bare . 3 3 $ 9.40 
Bare with Glass : . 24.40 
Wired Complete 3 ; 26.30 


12x8x6 Inch Adam Etched Globe 
Fixture Bare 


zl $ 9.40 
Bare with Glass. ; 21.90 
Wired Complete ; 23.80 


FLORENTINE GOLD 


FINISH 


SOCKETS AND WHITE ENAMELED METAL REFLECTOR 
INCLUDED WITH BARE FIXTURE 
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Ornamental 
Lighting Units 


Guy P —_— 


No. 2009-5423 


1 Light 
Fitter 6 Inches 
Length 50 Inches 
14x9x6 Inch Radiant Globe 


Fixture Bare . : 5 $ 9.40 
Bare with Glass. : . 20.00 
Wired Complete 5 * 21.90 
12x8x6 Inch Radiant Globe 
Fixture Bare . ; $ 9.40 
Bare with Glass. zZ ~ Assets 
Wired Complete i : 20.00 


No. 9375 


1 Light 
Fitter 6 Inches 
Length 45 Inches 
14x9x6 Inch Radiant Globe 


Fixture Bare . : é $ 6.25 
Bare with Glass . 3 5 GRA 
Wired Complete A 7 19.15 
12x8x6 Inch Radiant Globe 
Fixture Bare. : ; $ 6.25 
Bare with Glass : . 15.00 
Wired Complete a : 16,90 
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Statuary Bronze Finish 


No. 9374 


1 Light 
Fitter 6 Inches 


Diameter 9 Inches 
14x9x6 Inch Radiant Globe 


Fixture Bare . . . $ 5.65 
Bare with Glass. : 5 WSS 
Wired Complete : : 18.50 
12x8x6 Inch Radiant Globe 
Fixture Bare . H 3 $ 5.65 
Bare with Glass. , . 14.40 
Wired Complete : 5 16.30 


Statuary Bronze Finish 


TOP AND BOTTOM 
OF THESE GLOBES ARE ENAMELED 
CENTER CLEAR GLASS 


\ 
eso) 
/ 
No. 9367 3 No. 9369 
1 Light 1 Light 
Fitter 6 Inches Fitter 4 Inches 
Length 50 Inches Diameter 7 Inches 
16x1114x6 Inch Enamel and 10x6x4 Inch Enamel and 
_ > >» Clear Globe Clear Globe 
Fixture Bare . é ; $ 6.25 Fixture Bare . : : $ 3.75 
Bare with Glass. ' . 20.45 Bare with Glass - : _ 10.40 
Wired Complete : 5 22.35 Wired Complete ; 12.30 


No. 9368 


1 Light 
Fitter 6 Inches 
Length 47 Inches 
13x814x6 Inch Enamel and 


3 Clear Globe 
Fixture Bare . , ‘ $ 6.25 
Bare with Glass. 16.75 
Wired Complete : 18 65 
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Screwless Holder Units~ 


Have been adopted by a great many 
Boards of Education as 
a standard 


THEY ELIMINATE THE POSSIBIL- 
ITY OF GLASS DROPPING, AS THERE 
ARE NO SCREWS TO LOOSEN °@Se 


STATUARY BRONZE FINISH 


Illustrating No. 3004 Unit 


Notice how easy our screwless 
holder operates; to install globe slide 
up the top cover, insert globe and slide 
cover down. Globe is removed the 
same way. 


— 


ye Communicate with us regarding the next School, 


‘ | 
: Church, Hospital or Public Building i 
P you estimate; we can give you No. 3004 é 
valuable assistance 1 Light ; 
< Fitter 4 Inches : 

Diameter 7 Inches 


12x8x4 Inch Radiant Globe 


Fixture Bare . ‘ $ 6.65 
Bare with Glass. 15.40 
Wired Complete : 17.30 
No. 3005 
1 Light 


Fitter 6 Inches 
Diameter 10 Inches 
15x9x6 Inch Radiant Globe 


Fixture Bare . “ ? $11.25 
Bare with Glass. Sao. 
Wired Complete 5 : 25.65 
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No. 3006 


1 Light 
Fitter 4 Inches 
Length 44 Inches 
12x8x4 Inch Radiant Globe 


Fixture Bare $10.90 
Bare with Glass 19.65 
Wired Complete 21.50 
No. 3007 
1 Light 


Fitter 6 Inches 
Length 45 Inches 
15x9x6 Inch Radiant Globe 


Fixture Bare $12.75 
Bare with Glass PRD 
Wired Complete 27.15 


STATUARY BRONZE 


Screwless Holder Units 


FOR COMMERCIAL AND INDUSTRIAL LIGHTING 


FINISH 


WHERE SAFETY IS AN ESSENTIAL 


No. 3008 
1 Light 
Fitter + Inches 


Length 44 Inches 
12x8x4 Inch Radiant Globe 


Fixture Bare. i ; $13.40 
Bare with Glass 22.15 
24.00 


Wired Complete 


No, 3009 


1 Light 
Fitter 6 Inches 
Length 45 Inches 
15x9x6 Inch Radiant Globe 


Fixture Bare $15.25 
Bare with Glass 27.75 
29.05 


Wired Complete 


Outdoor 
Lighting Standards 


PRICES AND OTHER DESIGNS 
ON APPLICATION 


No. 737 


1 Light 
Base 11 Inches Square 
Globe 16x8 Inches 
Height 5 Feet 7 Inches 


No. 749 


5 Lights 
Base 20 Inches Square 
Spread 23 Inches 
Side Globe 10x5 Inches 
Center Globe 14x6 Inches 
Height 7 Feet 10 Inches 


No. 838 


3 Lights 
Same Specifications 


No. 766 


1 Light 
Base 18 Inches Square 
Globe 16x8 Inches 
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No. 723 


1 Light 
Base 18 Inches Square 
Globe 16x8 Inches 
Height 6 Feet 9 Inches 


No. 1244 


1 Light 
Base 4 Inches Diameter 
Globe 10x5 Inches 


No. 7130 


1 Light 
Natural Copper Finish 
Extends 434 Inches 
Lantern 6x9 Inches 
Cathedral Glass 
Bracket Bare . $29.15 
Wired Complete 31.00 


Porch Lanterns 


1 Light 
Verde and Gold Finish 
Extends 5)4 Inches 
Lantern 5x9 Inches 
Cathedral Glass 
Bracket Bare . $22.50 
Wired Complete - . 24.40 


No. 5150 


1 Light 
Verde Finish 
Extends 6 Inches 
Lantern 9x10 Inches 
Cathedral Glass 
Bracket Bare . 5 $16.90 
Wired Complete . . 18.80 


No. 6219 No. 5269 
1 Light > 
Verde Finish vr uae 
erde Finish 


Extends 644 Inches 
Lantern 12x12 Inches 
= Cathedral Glass 
racket Bare . . $37.50 
Wired Complete . 39.40 


Extends 7 Inches 
Lantern 7x11 Inches 


Cathedral Glass 
Bracket Bare. $31.90 
Wired Complete . 33.80 
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No. 2804A 


1 Light—Extends 5! Inches 

Fitter 334 Inches—6x3!4 Inch 
C.R.I. Ball 

Bracket Bare . 5 : $ 5.00 

Wired Complete . : e700 


No. 2839 
1 Light—Extends 8%; Inches 
Fitter 4 Inches—8x4 Inch C. R. I. Ball 
Bracket Bare . $ $ 6.50 
Wired Complete . 4 . 9.50 


No. 2839A 
1 Light—Extends 834 Inches 
Fitter 5 Inches—10x5 Inch C.R.I. Ball 
Bracket Bare . : $ 7.25 
Wired Complete . - . 12.30 


No. 2839B 
1 Light—Extends 83; Inches 
Fitter 6 Inches—12x6 Inch C.R.I. Ball 
Bracket Bare . 5 $ 8.15 
Wired Complete - ; - 14.45 


No, 1705 


1 Light 
Height 13 Inches 
Extends 534 Inches 
Lantern 4x9 Inches 
White Art Glass 
Bracket Bare . 2 7 $12.15 
Wired Complete . i . 14.00 


BLACK FINISH 


No. 1606 


1 Light 


Length 23 Inches 
Lantern 11!4x5 Inches 
White Art Glass 


Fixture Bare . 
Wired Complete . 
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$20.90 


. 22.80 


No, 1802 


1 Light 
Newel Post Light 
Height 18 Inches 
Diameter Base 5! Inches 
White Art Glass 
Fixture Bare . 5 $21.75 
Wired Complete . . 7 237.65 


NB NON ENON ONIN)! 


¢ 
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No. 3398 


1 Light 
Extends 6 Inches 
Back Plate 434 Inches x 9 Inches 
Fitter 314 Inches 
6x314 Inch C. R. I. Ball 
Bracket Bare . cl F 
Wired Complete . ri : 4.95 


, 
| 


No, 3100 


1 Light 
Cast Iron—Black Finish 
Wall Plate 414x81< Inches 
Extends 5% Inches 
Lantern 4x7 Inches 
White Art Glass 


Bracket Bare ; $15.75 
Wired Complete ; - 7765 


No. 3002 ; No. 3003 


1 Light 1 Light 
Cast Iron—Black Finish Cast os sBlact Finish 
Length 24 Inches Length 24 Inches 
Lantern 45£x7 Inches : Lantern 44$x9 Inches 
: White Art Glass : White Art Glass 
Se Bare . F > SKN FixtureBare .  . —- ~— $13.15 
ired Complete . “ 15.00 Wired Complete.  . ~. 15.00 


No. 1416 


1 Light 
Cast Iron—Black or Verdi Green 
Finish 
Extends 4)4 Inches 
Wall Plate 6x4}4 Inches 
6x3!4 Inch C.R.I. Ball 
Bracket Bare 6 ¢ $2.00 
Wired Complete . . 4,50 
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No. 592 


Floor Lamp Base 
pa caiaee 
a Gold and Black Finish 
Height 62 Inches, wired for 2 Lights 
No. 196 
Oval Silk Shade, 26 inch diameter, 8-i 
double silk fringe with skirt shirred. Black 
fringe with skirt sh d. 
Georgette lined with Gold Silk. ae 


_ BaseOnly 
— ShedeOnty © °° | 833 '00 


- 


= 
- 


ESE RNTPED 


No. 50234 


Floor Lamp Base 
Copper Tiffany Finish 
Height 69 Inches, wired for 2 Lights 
(No. 210 

Flat Silk Shade 26-inch diameter, 8-inch 
double fringe with skirt. Blue Stretched 
Georgette lined with Gold Silk. 
Base Only ci o 4 . $36.00 
Shade_Only 4 . c 40.50 


No. 402 
Floor Lamp. Base 
E Tiffany Silver Finish 
Height 69 Inches wired for 2 Lights 
No. 200 
Silk Shade 26-inch diameter, 8-inch dou- 
ble silk fringe with skirt. Taffeta Stretched 
Top lined with American Beauty Silk. 


Base Only : : a a 00 
Shade Only . 5 5 3 00 


83 


No, 514 


Floor Lamp Base 
Para Gold and Black Finish 
Height 69 Inches, wired for 2 Lights 
No, 195 
Silk Shade 26-inch diameter, 6-inch silk 
fringe. Blue shirred Georgette Top lined 
with American Beauty Silk. 

$23.50 

34 


Base Only 5 = . £ 
Shade Only 3 - ; 0 


No. 498 
Junior Floor Lamp Base 
Black and Gold Stippled Finish 

Height 59 inches. Hand Carved. Wired 

with 2 Light Adjustable Cluster. 
No. 212 c 
Black and Gold Silk Shade 24 inches Di 
ameter Stretched Georgette Top, Heavy Gold 
Silk Lining 6-inch Double Fringe and Skirt 
Base Only . $27.00 Shade Only . $30.80 


Aa, 
il i i : 


No. 407 
Junior Floor Lamp Base 
Hand Carved Gold Green Finish 
Height 59 inches. Wired 2 Light Adjustable 


Cluster. 
No. 206 3 
Blue Silk Shade 26 inches Diameter. Shirred 
Blue Georgette. Heavy Gold Silk Lining and 
6-inch Silk Fringe and Skirt. . 
Base Only . $22.50 Shade Only $28.50 


‘ : Latest 

; Junior ; 

; Designs 

j Floor 

f and bss 
: Lamps 


Finishes 


No. 493 
Junior Floor Lamp Base 
Copper Tiffany Finish 
Height 59 inches, Wired 2 Light Adjustable 


Cluster. 
No. 193 
Rose Silk Shade Shirred Top 24-inch Diam- 
eter. American Beauty Silk Lining, Gold Braid 
4-inch Fringe with Skirt. 
-Base Only . $19.50 Shade Only — $17.70 


No. 411 
Junior Floor Lamp Base 
Silver Antique Finish 
Height 59 inches. Wired 2 Light Adjustable 
Cluster. 


. 
4 


No. 224 
Taupe Silk Shade 24 inches Diameter. Alter- 
nate Panels of Figured and Plain Silk. Mull 
Lining. Chenille Fringe. 
Base Only . $18.00 Shade Only . $16.50 


No. 410 
Junior Floor Lamp Base 
¢ Copper and Blue Finish 
Height 59 inches. Wired 2 Light Adjust- 
able Cluster. 


No. 51 
Mulberry Shirred Silk Top Shade 26 inches 
Diameter. American Beauty Silk Lining. 5-inch 
Fringe Skirt and Moss Trimmings. E — 
Base Only . $19.50 Shade Only . $27.80 No.410 
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Bridge Lamp Base 
Para Copper Green 
Finish 


Height 52 Inches with 
14-inch 
Adjustable Arm 


No. 5 Silk Shade 
10-inch diameter, Blue 
lined with Old Rose. 
Russing Blue and 
Taupe. A 


Base Only . $28.00 
Shade Only . 6.80 


Pes 


os Rae 


Aalt. 


Bridge Lamp Base 
Para Silver and Black 
Finish 
Height 52 Inches with 
14-inch 
Adjustable Arm 


No. 4 Silk Shade 
10-inch diameter. Mul- 
berry lined with 
Orange. 


Base Only . $25.00 
Shade Only . 5.30 


No. 404 


Bridge Lamp Base 
Para Gold and Black Finish 


Height 52 Inches with 14-inch 
Adjustable Arm 
No. 2 Silk Shade 
12-inch diameter, 6-inch fringe with 
skirt. Old Rose lined with Cham. 
pagne. 
Base Only . é . $28.00 
Shade Only 13.50 


No. 492 


Bridge Lamp Base 
Hand Carved Copper Tiffany 
Finish 
Height 52 Inches with 14-inch 
Adjustable Arm 


No. 3 Silk Shade 
14-inch diameter, 6-inch fringe with 
skirt. Blue lined in Old Rose. Rus- 
sing effect in Blue and Taupe. 
Base Only . 5 . $28.00 
Shade Only Ps ¢ 16,50 


No, 403 


Bridge Lamp Base 
Gold Tiffany Finish 


Height 52 Inches with 14-inch 
Adjustable Arm 
No. L Silk Shade 
12-inch diameter with 6-inch fringe 
and skirt, Taupe lined with Orange. 
Base Only. é . $28.00 
Shade Only : x 12.00 
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No, 1432 
Boudoir Lamp 
Mahogany Finish 
Extreme Height 15 Inches 


Round Silk Shade 
8-inch diameter. Blue lined with 


Boudoir Lamp 


Mahogany Finish Old Blue. 
Extreme Height 15 Inches Complete $6.10 
Round Silk Shade 
No: 340 8-inch diameter. Old Rose lined 
: Table Lamp Base with Rose. 
Tiffany Gold Finish. Height 26 Inches, Wired for 2 Lights Complete : _ $6.00 


No. 617 
Oval Silk Shade 20-inch diameter, 6-inch fringe with skirt. 
Taupe lined with Orange Silk. 
Base Only . $15.00 Shade Only . $17.30 


Fa aa a 


INS 


No, 1435 


Boudoir Lamp 
Mahogany Finish 
Extreme Height 15 Inches . 
__ Oval Silk Shade No. 1433 
8-inch diameter. Blue lined with Boudoir Lamp 
Old Rose. Mahogany Finish 
Complete . $6.10 Extreme Height 15 Inches 
‘ Round Silk Shade 
8-inch ameter Gold lined with No, 341 
old. Miri 
Table Lamp Base 
Complete . . . . $5.80 Para Silver and Black Finish, Height 26 Inches, Wired for 2 Lights 


No. 614 
Flat Silk Shade 20-inch diameter 6-inch Fringe with skirt. 
Blue lined with Orange. 
Base Only . $13.50 Shade Only . $19.50 
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SWS 


<e 
i Candle Sticks 
and Boudoir Lamps \ 
i IN GOLD and SILVER PLATED J 
FINISHES H 


= 
2 No, 24105 No, 1072 
- Candle Stick ms Sandie s ack As 
7" Butler Silver Finish : : Cee a 
Height 1414 Inches to top of Candle : Height 14 Inches to top of Candle 
“ Square Base 3! Inches No. 00122 Base 5x4 Inches 
Cc lete Less Bulb - E - 00 
3 Complete Less Bulb. 4 $9.00 Boudoir Lamp OM Piete: C33 39 
Antique Gold Finish 
Height 1014 Inches—Base 5x33¢ Inches 
Silk Shade 8 Inches Diameter 
Rose lined with Rose and trimmed with 
Gold Braid 
Complete. , f . $8.50 

é 
‘ 


No. 23060 
Boudoir Lamp 
Antique Gold Finish 
Height 844 Inches to top of Socket 
Base 434 Inches Diameter 


No, 23159 


Boudoir Lamp 


_ Silver and Black Finish 
Height 714 Inches to top of Socket 


i No. 0820 Silk Shade 8 Inches Diameter 
sit snede pnchee DP iamctee i Blue lined in Blue trimmed with Gold 
Rose Lined with Rose Boudoir Lamp Braid 
Complete . i c di $7.50 Antique Gold Finish Complete : « - : $8.50 


Height 8 Inches to fe of Socket 
Oval Base 4x244 Inches 
Oval Silk Shade 8 Inches Diameter 
Taupe lined with Orange 


Complete . % % ’ é $8.00 
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Hand Decorated Portable Lamps 


No. 1822 


2 Light 
Electric Lamp 
Nubian Finish 
Height 2414 Inches 
Diameter of Shade 18 Inches 


3 Shade Hand Decorated 
Complete 5 : : $42.90 
| 
: 
No. 1623 
2 Light 
g Electric Lamp 


Babylonian Finish 
Height 23 Inches 
Diameter of Shade 16 Inches 
Shade Hand Decorated 


Complete ; F 5 $28.00 


No. 1623 


No. 1624 
2 Light 
Electric Lamp 
Roman Gold Finish 
Height 2214 Inches 
Diameter of Shade 16 Inches 
Shade Hand Decorated 
Complete : = : $25.80 
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Hand Decorated Portable Lamps 


No. 1821 


2 Light 
Electric Lamp 
Flemish Brass Finish 
Height 23 Inches 
Diameter of Shade 18 Inches 
Shade Hand Decorated 


Complete - = $40.00 


No. 1820 


2 Light 
Electric Lamp 
Roman Gold Finish 
Height 25% Inches 
Diameter of Shade 18 Inches 
Shade Hand Decorated 


Complete 2 $45.00 


No. 1625 


2 Light 
Electric Lamp 
Persian Finish 
Height 22 Inches 
Diameter of Shade 16 Inches 
Shade Hand Decorated 
Complete f F é $29.50 


No. 1827 No. 1826 
2 Light 2 Light 
' Electric Lamp Electric omer 
' Special Jap Finish Jap Finis’ 
Height 25 Inches Height 2514 Inches 


Diameter of Shade 18 Inches 
Shade Hand Decorated 


Complete ; > . $41.80 


Diameter of Shade 18 Inches 
Shade Hand Decorated 


Complete : 2 $42.40 


No. 1431 


2 Light 
Electric Lamp 
Brush Brass and Black Finish 
Height 20% Inches 
Diameter of Shade 14 Inches 
Shade Hand Decorated 


Complete : ; $15.80 
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No. 1629 an aie 


2 Light ri : 
Electric Lamp = 2 Tehe : 
Roman Gold Finish lectric Lamp 


Antique Brown Finish 
Height 2314 Inches 
Diameter of Shade 16 Inches 
Shade Hand Decorated 


Complete : 5 FA $30 40 = 


_ Height 23 Inches 
Diameter of Shade 16 Inches 
a Shade Hand Decorated 
_ Complete 2 : $28.60 


No. 1630 


ys 2 Light 
Electric Lamp 
Rose Gold Finish 
Height 23 Inches 
Diameter of Shade 16 Inches 
Shade Hand Decorated 


-Complete ¢ i $28.00 
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No. 13B 


1 Light 
Roman Gold Finish 
2 Height 1314 Inches 
Diameter of Shade 8 Inches 
Shade Hand Decorated 


Complete . . $6.90 


1 Light 
Babyloni in Finish 
Height 1314 Inches 
Diameter of Shade 8 Inches 
Shade Hand Decorated 


Complete $10.20 


1 Light 
Ivory Finish 
Height 131% Inches 
Diameter of Shade 8 Inches 
Shade Hand Decorated 


Complete 


$6.60 


No. 18B 
1 Light 
Ivory Finish 
Height 1314 Inches 
Diameter of Shade 8 Inches 
Shade Hand Decorated 
Complete - $8.70 


MEE LOR, 
be Pees Pid 
No. 16B 
1 Light 
Ivory Finish 
Height 131% Inches 
Diameter of Shade 8 Inches 
Shade Hand Decorated 


Complete. $6.90 
92 


No. 10B 
1 Light 
Babylonian Finish 
Height 1314 Inches 
Diameter of Shade 8 Inches 
Shade Hand Decorated 
Complete 2 $9.90 


No. 15B 
1 Light 
Ivory Finish 
Height 1314 Inches 
Diameter of Shade 8 Inches 
Shade Hand Decorated 


Complete : F $8.70 
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No. 12B 


1 Light 
Roman Gold Finish 
Height 1314 Inches 
Diameter of Shade 8 Inches 
Shade Hand Decorated 


Complete. 2 $9.30 


No. 14B - 

1 Light = 

Ivory Finish S = 

Height 1314 Inches _ — 
Diameter of Shade 8 Inches 5 


Shade Hand Decorated 
Complete. 5 $6.90 


No. L-2610 


2 Lights 

Old Brass or Royal Brown Finish 

Extreme Height 2214 Inches with 16-Inch Round 

Shade of Cast Metal Openwork over Light Amber 
Art Glass Panels. 

Complete . A 4 : z . $19.80 


No. L-2607 


2 Lights 
Polychrome Finish 
Extreme Height 23 Inches with 17-Inch Round 
Shade Cast Metal Openwork over Light Amber Art 
Glass Panels. 


Complete. 5 5 i ¢ _ $37.00 


_ |) Se 


ui 
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see 


No. L-2596 


2 Lights 
Old Brass and Black Finish 
Extreme Height 22 Inches with 16-inch Round 


Shade of Cast Metal Openwork over Light Amber 
Art Glass Panels. 


Complete. i 7 ; F . $19.50 


No. L-2595 


2 Lights 
Patina Brass Finish 
Extreme Height 25 Inches with 17-inch Round 
Shade of Cast Metal openwork over Light Amber 
Art Glass Panels. 
Complete. : : . $22.95 
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Metal Portable Lamps 


No. L-2608 


3 Lights 
Patina Brass Finish 


Extreme Height 24 Inches with 20-Inch Round 
Shade of Cast Metal Openwork over Light Amber 
Art Glass Panels. 


Complete. ‘ : . $37 00 


No. L-2603 


2 Lights 
Polychrome Finish 


Extreme Height 23 Inches with 18-Inch Round 
Shade of Cast Metal Openwork over Light Amber 
Art Glass Panels. 


Complete $30.60 
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1 Light 

Height to Center of Swing 
Joint 7 Inches with 634 Inch 
Parabola Shade. Oval Base 
to match as shown. Royal 
Brown, Bronze, Verdi or 
Brush Brass Finish. 


Complete Ae es $5.70 


No. L897 


1 Light , 
Height over all Raised 1245 Inches. 

Spread of Arm between Centre of Swing 

Joints, 914 Inches. Oval Base 8x534 Inches. 

7-Inch Round Shade of Cast Metal Open- 

work over Panels of Art Glass. 


Complete 


$18.00 


No. L2609 
2 Lights 
Extreme Height 24 Inches with 15 Inch Hexagon Shade of 
Cast Metal Openwork over,Light Amber Art Glass Panels. 
Royal Brown Finish 


Complete $17.00 
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No. 12053 


No. 481/230 
Bridge Lamp 


Wrought Iron, Black Finish 
Height 64 Inches with 12-Inch 
Adjustable Arm 
Glacé Parchment Shade 
12-Inch Diameter 


Bridge Lamp 


Mahogany Finish 
Height 52 Incheswith 14-Inch 
Adjustable Arm 
Silk Shade 10 Inches Diameter 
Rose, Gold or Blue 


Complete . . . $16.00 Complete . . . $19.80 
No. 11954 5 No. 11953 
Junior Torchere Torchere 
Black and Gold Finish Polychrome Finish 
_ Height 54 Inches Height 72 Inches 
Diameter of Base 10 Inches Diameter of Base 10 Inches 
Lantern 54 Inch Diameter Lantern 614 Inches Diameter 
Height 13 Inches Height 13 Inches 
Complete . . . $18 00 Complete . . . $30.00 
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No. 2045 


Electric Candle Stick 


Height 1414 Inches 
Base 7 Inches Diameter 
Pull Chain Socket 
Polychrome Finish 


Complete (less bulb) . . $10 50 


No. 2066 
Electric Candle Stick 
Height 13 Inches 
Base 8 Inches Diameter 
Pull Chain Socket 
Polychrome Finish 
Complete (less bulb) f 3: $9.00 


Platios Ivory Finish 


Extreme Height 1514 inches with 8 
Inch Round Shade of Cast Metal 
Openwork over Light Amber Art Glass 
Panels 


Complete . : ; . $10.50 


No. 267 
| No, 218 ex 
FS Ivory Finish LNietai 2st I 
c Extreme Height 15 Inches Extreme Height 1414 Inches 
Shade 61% Inches Diameter Round Shade 5! Inches Diameter 
Rose Art Glass Panels Amber Art Glass Panels 
Complete . ; ; $9.00 Complete. ; : a Sax 50 
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Adjustable Lamps 


FOR THE OFFICE AND HOME 


No. 2P9015 
Brush Brass Finish 


Height 26 Inches. Ex- 
tends any direction 16 
Inches. Wired with 9- 
Foot Cord, Socket Plug 
and Shade to Match. 


Complete . . $6.80 


No. 2P9016 
Brush Brass Finish 


Height to Socket 9 
Inches. Base 6 Inches. 
Adjustable to any Posi- 
tion. Wired with 6 Foot 
Cord, Pull Chain Sock- 
et Plug and Shade to 
Match. 


Complete . $9.00 


Adjusto-Lite 
It clamps everywhere 
Brush Brass Finish 


Complete . . $7.60 
Bronze or Nickel 
Finish 
Complete . . $8.20 


Brush Brass Finish 


Height 15 Inches. 7 Inch Brass Shade, 
Frosted Inside. Wired with 9 Foot Cord, 
Pull Chain, Socket and Plug. 


Complete . Z . . $9.00 
100 


No. 8625 


No. L-303 


Brush Brass Finish 


Height 18 Inches 
Extends 24 Inches. Ad- 
justable to any Posi- 
tion. Large Tubing. 
Wired with 6 Foot 
Cord, Socket, Plug and 
Shade to Match. 


Complete . . $6.00 


Bronze Finish 


Height 14 Inches. Extends 18 Inches 
Wired with 9 Foot Cord, Socket Plug 
and Shade to Match. 


Complete 


$6.00 


a 
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No. 207414 


No. 207444 


Price Complete 


No. 438 
Adjustable height 24% to 5 feet. Flexible 


arm 9 inches. Arm is adjustable and shade 
swivels so that light can be thrown any di- 
rection. Weighted felt-covered bottom. Nine- 
foot cord key socket, plug and shade to 
match. 

Brush Brass Finish 


Price Complete . ° ‘ « $14.30 


Permitting you to place 
the light right where 
you want it 


Base 7}4 inches. Height from floor to top 
of adjusting nut, 39 inches. Extension 18 
inches. 634 inch Parabola Shade. Pull Chain 
Socket, Brush Brass or Bronze Finish. 


$13.20 
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No. 20755 
Base 714 inches. Height from floor to top 
of adjusting nut, 39 inches. Flexible Arm 
which is 12 inches long. 634-inch Parabola 
Shade. Pull Chain Socket, Brush Brass or 
Verdi Green Finish. 


Price Complete - - $13 20 


No. 436 


Height 235 to 5 feet. Arm 11 inches over 
all, Wired with 9-foot cord, key socket, plug 
and shade to match. 

Brush Brass Finish 


Price Complete . . . : S430 


No. 207515 


Imported French Bronzes 


REPRODUCTIONS 

im f OF FRENCH MASTERPIECES 

A THAT ARE CORRECT TO 

THE MINUTEST 
DETAIL 


No. 125 TS 
“*L’Orage”’ Bronze Electrolier 
Height 27 Inches—1 Light 

Price $47.50 


“*L’Amour Vagabond"’ 
Bronze Electrolier 
Height 25 Inches—1 Light 
Price $30.00 


No, 100B 


“*Paix et Progres’’ Bronze Electrolier 
Height 46 Inches—4 Lights 
Price $155.00 


No, 105 
Same as above 


Height 35 Inches—3 Lights 
Price $110.00 


No. 120 No. 121 
**Faucheur"’ Bronze Electrolier “*Glaneuse’’ Bronze Electrolier 
Height 16 Inches—1 Light Height 16 Inches—1 Light 
Price $15.50 Price $15.50 
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sy 
Bronze Electroliers 
THAT ARE ALSO PRACTICAL 
FOR NEWEL POST 
LIGHTS 
¢ 
No. 113 

z “L'Amour Vainqueur"’ Bronze Electrolier ‘La Moisson”’ Bronze Electrolier 

a Height 25 Inches—2 Lights Height 27 Inches—2 Lights 

= Price $36.00 Price $36.00 

: ' 
” ' 
3 **Mireille’’ Bronze Electrolier 
‘ Height 34 Inches—2 Lights F 
; Price $65.00 
: 

= 

: P chaos 

No. 107 

“D'Oi D i “L'Are-en-ciel”” Bronze Electrolier 
Bucguczsancher Lights Heian ice tee nee 
Price $40.00 Price $40.00 
No. 122 
“Semeur” Bronze Electrolier 
- Height 12 Inches—1 Light 


Price $15.50 
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Hand Decorated Glacé Parchment Shades and Shields 


EACH SHADE AND SHIELD REPRESENTING THE THOUGHT AND EFFORT OF ARTISTS TRAINED TO GIVE 
YOU OIL PAINTINGS ON YOUR LAMPS AND WALL BRACKETS 


: n os 
No. 52—526 


Floor Lamp Shade 
Peacock Design Light Gold back- 
ground, Peacock and Tree decorated in 
Blue, Green, Brown, Purple efferts. 
24-Inch size, Price each $25.00 
26-Inch size, Price each 28.00 


No. 62—521 
Portable Shade 
Wild Rose design, Blue background, 
Flowers and Birds decorated in light old 
Rose, Green, Purple effects. 
16-Inch size, Price each $16.00 
18-Inch size, Price each 18.00 
20-Inch size, Price each 21.00 


No, 28—518 
2 Light Bracket Shield with adjustable 
Clamps Light Amber background, Birds, 
Flowers and Branches decorated in Blue, 
Rose, Brown effects. 


Price each $5.00 


Floor Lamp Shade 
Old Rose background, Bird, Poppy and 
Leaves decorated in Red, Green, Yellow 
effects. 
10-Inch size, Price each $ 7.50 
22-Inch size, Price cach 23.00 
24-Inch size, Price cach 25,00 


No, 50—527 
Boudoir Shade 
Light grey background, Bird, Leaves and 
Flowers decorated in Yellow, Gold, 
Purple, Green, White effects. 

10-Inch size, Price each $ 7.50 
12-Inch size, Price each 8.30 
14-Inch size, Price each 11.50 


No. 20—526 
Boudoir Lamp Shield 


Diameter 744 Inches-—-Height 10 Inches 
Price each $3.50 


No. 62—521B 
Bridge Lamp Shade 
2}4-Inch Fitter—12-Inch Diameter 


Wild Rose design Blue background, 
Flowers and Bird decorated in Old Rose, 
Green, Purple effects. 


Price each $8.30 


No, 55—522 
Table Lamp Shade 
Gold background, Bird and Leaves 
decorated in Brown, Green, Rose effects. 
18-Inch size, Price each $18.00 
20-Inch size, Price each 21,00 
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Parchment Lamp Shades and Silk Candle Shades 


THESE SHADES ARE MADE OF THE BEST PARCHMENT AND TREATED BY A PROCESS GIVING THAT 
FLAKED APPEARANCE SO HARD TO OBTAIN AND WHICH SO EASILY DISTINGUISHES 
THE PAPER SHADES FROM PARCHMENT SHADES 


No. 883 


Winchester Shape 
Diameter 20 Inches 


A new design. The decoration is care- 
fully considered, well balanced and fits 
well with any of the modern designs. 
The bright colors in the birds and flowers 
relieve the heavy black background while 
the metallic gold tassels and trimmings 
enhance its beauty. 


Price cach $44.50 


Re ea 
No, 4855 


Silk Boudoir Shade—Rose or Gold 


6-Inch, Price each $1.00 
8-Inch, Price each $1.25 


No, 70—948 
Boudoir Shield 


Height 10 Inches—Diameter 10 Inches 


No. 1836 


Tudor Shade 
Diameter 26 Inches 

Six large scalloped panels connected by 6 small 
panels. The large panels are decorated with birds, 
flowers and fruit alternating, full of colors yet 
softened and subdued to a tone of mauve and 
golden brown. Trimmed in gold galoon with a 
heavy double silk fringe. 


Price each $44.50 


No, 202 


Empire Shade 
Suitable Peacock decoration is outlined 


Nymphs of the Moonlight in Silhouette with a fine pen line and filled in with oil 
against a blue sky and silver moon shining colors. Purple with brown background. 


through the trees that reflects in the water. 


A soothing decoration. 
Price each $7.50 


8-Inch size, Price each $ 5.50 
10-Inch size, Price each 6.75 
12-Inch size, Price each 8,00 
16-Inch size, Price each 15.00 
18-Inch size, Price each 19.80 


No. 4838 


4-Inch Silk Candle Shade in Rose, 
Blue, Gold, Mulberry 


Price each $ .90 


No. 5036 


Silk Candle Shield in Rose, Orchid or 
Blue 


Price each $1.00 
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No, 5098 


4-Inch Silk Candle Shade in Pink, 
Gold or Blue 


Price each $1.00 


No. 99-854 No. 726 No. 99-726 


Parchment Shield for 1-light Bracket Parchment Shield for 2-light bracket Parchment Shield for 1-light bracket 
Flower design. Price each, $2.10 Wild paces design, Loree Wide Wild Rose design. Price each, $2.10 
rice cach, $8. 


No. 99-857 No. 96-853 
Parchment Shield for 1-light bracket Parchment Shield for 1-light bracket 
Egyptian design on amber background Conventional Flower design on blue back- 
Price each, $2.10 ground. Price each, $2.10 


BR 


. yf 
ype! 
\ OS f 
’ A 
No. 96—851 No. 851-4 No. 96-852 
Parchment Shield for 1-light bracket. Parchment Candle Shade, 4-inch diameter Parchment Shield for 1-light bracket. 
Rose Bud design on old rose background Rose Bud design on old rose background Violet design on dark purple background 
Price each, $2.10 Price each, $1.80 Price each, $2.10 


No. 857-4 No. 854-4 
Parchment Candle Shade, 4-inch diameter Parchment Candle Shade, 4-inch diameter 
Egyptian design on amber background Flower design. Price each, $1.80 


Price each, $1.80 


No. 726-4 No. 852-4 No 853-4 


Parchment Candle Shade Parchment Candle Shade. 4-inch Diamc- Parchment Candle Shade, 4-inch diameter 
4-inch diameter. Wild Rose design ter. Violet design on purple background Conventional Mower design on blue 
Price each, $1.80 Price each, $1.80 background. Price each $1.80 
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Transparent and Dust Proof 
Floor Lamp Shade Covers 


YOUR floor lamps depreciate more 
quickly than any article in your store. 
Therefore, a cover that is made from 
Transparent Imported Prism Cloth 
will keep the dust and dirt from them 
and eliminate shop worn lamps. Be- 
cause of their transparency it is un- 
necessary to remove cover 
to make sales 


Size 26 Inches Size 30 Inches 

Each. . 5 - $ 2.50 Each . , - $ 4.50 
Per Dozen ‘ . 24.00 Per Dozen . ‘ . 45.00" 

No. 51W No. 101W No. 129W 
24 Inch Floor Lamp Frame, cach $2.50 8-Inch Boudoir Lamp 24-Inch Floor Lamp Frame, each $2.50 
18 Inch Table Lamp Frame, each 1,95 Frame $0.75 18-Inch Table Lamp Frame, each 1.95 

No. 223W No. 114W No, 217 W 
24-Inch Floor Lamp Frame, each $2.50 8-Inch Boudoir Lamp 26-Inch Floor Lamp Frame, each $2.95 
20-Inch Table Lamp Frame, each 2. 25 Frame each $0.75 20-Inch Table Lamp Frame, each 2. 25 


36 FRAMES, ASSORTED, 12 SIZES AS FOLLOWS: 


3—24 Inch . é . . No. SIW 3—18-Inch . F ; . No. SIW 3—20-Inch . No, 223W 
3—24 Inch . : . No. 129W 3—18-Inch ‘ ‘ . No, 129W 4—8-Inch . . : . No, SIW 
3—24-Inch . : : . No. 223W 3—20-Inch . ‘ P . No, 217W 4—8-Inch : No. 101W 
3—26 Inch ; No. 217W 4-8-Inch . . No. 114W 


Packed in one solid crate, 24 inches square, 48 inches high, weight 38 pounds, $55.00 per Set. 
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Egyptian Decorated Glassware 


MAGNOLIA AND IVORY FINISH 


No, 52—138 
Bowl 
Drilled for Tassel 
Diameter 10 Inches 
Price cach $6.00 
Diameter 14 Inches 
Price each $8.00 
Diameter 16 Inches 
Price each $12.00 


rc fe 6p 


No. 52!.—138 


Electric Shade 
Fitter 21g Inches 
Price per Doz. $15.00 


No. 549 


Globe 
Fitters 7 and 314 Inches 
Diameter 14 Inches 


Price each $12 00 


135 


F 4 Tay 
B94 
No. 526!4 138 


Electric Shade 
Fitter 214 Inches 


Price per Doz. . $15.00 


ane 


. Woe ab? + POH) 


128 


No. 526 


Bowl 
Fitter 10 Inches 
Diameter 12 Inches 
Price each $6 50 


if WS 4 Ga goo 


No. 56—-135 


Electric Shade 
Fitter 244 Inches 
Diameter 8 Inches 


Price per,Doz $30 00 
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NAAN ALY 


No. 510-138 


Acorn 
Drilled for Tassel 


9x4 Inches 
Diameter 9 Inches 


Price each $5.00 


No, 2226--D330 


Acorn 
9 x 4 Inches 
Diameter 8 Inches 


Price each $6.00 


No. 1305 


Acorn 
6x314 Inches 
Diameter 6 Inches 


Price per Doz, $14.40 


No. 1306 


8x4 Inches 
Diameter 614 Inches 


Price per Doz. $21.60 


a ee 
No, 2225—D330 


Bowl 
Fitter 10 Inches 
Diameter 12 Inches 


Price each $8.00 


Fitter 14 Inches 
Diameter 16 Inches 


Price each $13.00 


Trojan Brown Tinted Glassware 


— 
No, 1308 


Bow! 
Fitter 10 Inches 
Diameter 12 Inches 


Price each $3.60 
No. 1310 


Bow! 
Fitter 14 Inches 
Diameter 16 Inches 


Price each $5.40 


No, 1303 
Electric Shade 
Fitter 244 Inches 
Diameter 6 Inches 
Price per Doz, $10 80 
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No, 2227-330 


Electric Shade 
Fitter 214 Inches 
Diameter 734 Inches 


Price per Doz. $37.20 
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No, 2225!:—D330 


Electric Shade 
Fitter 24 Inches 


Price per Doz. $21.60 


No, 1300 


Electric Shade 
Fitter 244 Inches 


Price per Doz. $5.40 


Pink Rose or AOS Glassware 
PINK ROSE DECORATION IVORYLITE DECORATION 
No. 129 No. 131 


No, 1034-131 No. 1036-131 
No. 1034-129 No. 1036-129 
Bowl Bowl 
Fitter 10 Inches Fitter 14 Inches 
Diameter 12 Inches Diameter 16 Inches 
Price each $4.30 Price each $6.50 


See 


No, 1038-131 


No. 1044-131 


No. 1038-129 
Acorn No. 1044-129 
8x4 Inches Electric Shade 
. Diameter 6 Inches Fitter 24 Inches 
r Price per Doz. $25.90 Price per Doz. $13.00 
No. 1043-131 
No, 1043-129 
Electric Shade 
‘ Fitter 214 Inches 
Diameter 614 Inches 
: Price per Doz. $17.30 
5 Etched Iridescent Glassware 
“a 
4 


No. 1225-328 
Bowl 
Fitter 10 Inches 
Diameter 12 Inches 


Price each $6.00 


No. 1225-326 
Bowl 
Fitter 10 Inches 
Diameter 12 Inches 


Price each $6.00 


“J No. areas No. 1482-326 No. S 
- =i Electric Electric Shade eee ea 
= pfitter 2 Fitter 214 Inches Fitter 24 Inches 
ais ltr 2 Ingen $14.40 Price per Doz. $14.40 Price per Doz. $14.40 
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No. 1080} 


Acorn 
8 x4 Inches 
Diameter 6 Inches 
Price per Doz. $25.90 


No. 4214—C4 


Electric Shade 
Fitter 2!4 Inches 
Price per Doz. $15.00 


Pansy Glassware 


PINK, YELLOW AND BLUE DECORATION 


No. 1077 


Bowl 
Fitter 10 Inches 
Diameter 12 Inches 
Price each $4.30 


No. 1079 
Bowl 
Fitter 14 Inches 
Diameter 16 Inches 
Price each $6.50 


No. 550 


Electric Shade 
Fitter 214 Inches 
Decorated, Price per Doz. $6.50 
White Frosted, per Doz. $3.30 


Cut Glassware 


No, 524—C4 


Bowl 
Diameter 12 Inches. 
Fitter 10 Inches 
Price each $4.50 


No. 58615-—C4 
Electric Shade 
Fitter 24¢ Inches 

Price per Doz. $15.00 


Wi 


Electric Shade 
Fitter 2}4 Inches 
Diam: 


eter 6 Inches 
Price per Doz. $13.00 


—,. 


No, 352—C4 
Ball 


_ Fitter 344 Inches 
Diameter 8 Inches 
Price per Doz, $27, 00 


4 


Embossed Etched Glassware 
ADAM DESIGN 


No. 54314 E-3 No. 511 E-34 No. 543 B-3 
i Urn _ Acorn 
CRE Fitter 554 Inches Fitter 6 Inches 
¢) q inches Diameter 914 Inches Diameter 10 Inches 
Price per Doz. $13.50 Depth 134 Inches Depth 9 Inches 
Price each $11.70 Price each $9.00 


as Bowl 
N = Fitter 1214 Inches 
Oe ae 3 Diameter 16 Inches 
Depth 434Inches 


Price each $19.00 


Bow) 
Diameter 12 Inches 
Depth 4!4 Inches Fi 143% Inch 
: itter 1454 Inches 
Price each $11.70 Diameter 18 Inches 
Depth 434 Inches 


Price each $27.50 


Diameter 14 Inches 
Depth 5 Inches 


Price each $14.50 
Diameter 16 Inches 
Depth 5! Inches 
Price each $19.00 


No. 56 E-3 


Electric Shade 
Fitter 214 Inches 
Diameter 8 Inches 
Depth 414 Inches 


Price per Doz. $60.00 


Decorated Glass Candle Shades 


5074--S2ob 5076—JS15 5075—J132 5076—J23 5074—J5 


PACKED IN INDIVIDUAL CARTONS WITH PATENTED “SET STRAIT’ GLASS HOLDER 
PRICE EACH $3.00 
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No. 555 
Radiant 
Fitter 4 Inches 
Diameter 9 Inches 
Depth 6 Inches 
Price each $3.60 
Fitter 4 Inches 
Diameter 12 Inches 

Depth 8 Inches 
Price each $7.00 
Fitter 6 Inches 
Diameter 15 Inches 
Depth 9 Inches 
Price each $10.00 


No. 555-E8 


Adam Etched 
Fitter 4 Inches 
Diameter 9 Inches 
Depth 6 Inches 
Price each $8.00 


Fitter 4 Inches 


Diameter 12 Inches 


Depth 8 Inches 
Price each $10.00 


Fitter 6 Inches 


Diameter 15 Inches 


Depth 9 Inches 
Price cach $14.00 


<% 
> 


No. 260 
Fitter 6 Inches 


Diameter 1014 Inches 


Depth 9 Inches 
Price each $3.00 


_ 


¢ 


Glassware 
for < 
Commercial 


Lighting 


No. 5423 


Radiant 
Fitter 6 Inches 
Diameter 12 Inches 
Depth 8 Inches 


Price each $7.00 


Fitter 6 Inches 
Diameter 14 Inches 
Depth 9 Inches 


Price cach $8.80 


No, 5423-E3 


Adam Etched 
Fitter 6 Inches 
Diameter 12 Inches 
Depth 8 Inches 


Price each $10.00 


Fitter 6 Inches 
Diameter 14 Inches 
Depth 9 Inches 


Price each $12.00 


No. 529 
Fitter 4 Inches 
Diameter 10 Inches 
Depth 6 Inches 
Price each $5.40 
Fitter 6 Inches 
Diameter 13 Inches 
Depth 84 Inches 
Price each $8.40 
Fitter 6 Inches 
Diameter 16 Inches 
Depth 1149 Inches 
Price each $11.40 
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Louis XVI Glassware 


At , » i 
Ai Sy Tinted Brown 


No. 4L 
Acorn 
6x344 Inches 
Diameter 6 Inches 


Price per Doz. $14.40 
Tinted Brown $24.00 
No. 8L 
Acorn 
8x4 Inches 
Diameter 8 Inches 
Price per Doz. $24.00 
Tinted Brown $36 00 
No. 6L 
Acorn 
10x6 Inches 
Diameter 10 Inches 
Price per Doz. $42.00 
No. 10L. 

Acorn 
12x6 Inches 
Diameter 12 Inches 
Price per Doz. $72 00 


W hite 
or 


No. 1L 
Electric Shade 
Fitter 214 Inches 
Price per Doz. $6.00 
Tinted Brown $9 00 


5 at ad 


= 


Bowl 
Fitter 10 Inches 
Diameter 12 Inches 


Price each $3.50 
Tinted Brown $5.50 


No. 13L 


Bowl 
Fitter 12 Inches 
Diameter 14 Inches 
Price each $4.00 


No, 15L 


Bow) 

Fitter 14 Inches 
Diameter 15 Inches 
Price cach $4.50 
Tinted Brown $6 80 


Ironwood Glassware 


p's 1 ae hee 


Acorn 
6x334 Inches 


Price per Doz. $14.40 


No. 5G 


Acorn 
10x6 Inches 


Price per Doz. $42 00 


W hite 


No. 1G 


Electric Shade 
Fitter 214 Inches 


Price per Doz. $6.00 


No. 3G 


Ball 
6x3!4 Inches 
Diameter 6 Inches 
Price per Doz. $18.00 
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No. 12G 
Bowl 


Fitter 10 Inches 
Diameter 12 Inches 
Price each $3 50 


No. 15G 
Bowl 


Fitter 14 Inches 
Diameter 16 Inches 
Price each $5.00 


No. 102 
Bowl 
Diameter 16 Inches 
Depth 8 Inches 
Drilled 4 Holes 
> White, Price each . 
- Ivory, Price each 


No, 10036 

Electric Shade 

Fitter 244 Inches 
White, Price per Doz, $10.80 
Ivory, Price per Doz. 14 40 


Diameter 16 Inches 
Depth 8 Inches 
Drilled 3 Holes 

White, Price each 

Ivory, Price each 


ny 
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No. 100 


Bowl 
Diameter 16 Inches 
Depth 8 Inches 
Drilled 3 Holes 
White, Price each 
Ivory, Price each 
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Electric Shades 


No. 361) C.L. No. 3554 C. L. No. 31'6 G.L. No. 31714 C. L. 


Clear Lined Clear Lined Clear Lined Clear Lined 
Roughed Outside Roughed Outside Roughed Outside Roughed Outside 
Price per Doz. $3.70 Price per Doz. $3.70 Price per Doz. $3 70 Price per Doz. $3.70 


No. 3734 GC. L. No. 365 C. L.16 No. 33214 GC. L. No. 3414 C. L. 
Clear Lined Clear Lined Clear Bottom Clear Lined 
Roughed Outside Roughed Outside Top Roughed Outside Roughed Outside 
Price per Doz. $4.00 Price per Doz. $5.50 Price per Doz. $3.70 Price per Doz. $3.70 


y > 
/ \ 
A 
- ee 
J . oa 2 No. 365 R. I. 
Es e Bell Shaped 
No. 35714 C.L.7 No. 35714 C.L.9 No. 36014 R. 1. Roughed Inside 
Clear Lined Clear Lined < Roughed Inside Fitter 214 Inches 
Roughed Outside Roughed Outside Price per Doz, $3.50 Diameter 6 Inches 
Price per Doz. $4.00 Price per Doz. $4.00 Price per Doz. $6.00 


Fitter 214 Inches 
Diameter 7 Inches 


Price per Doz. $9.00 


Fitter 214 Inches 
Diameter 8 Inches 


Price per Doz. $12.00 


No. 214 No. 9420 No. 9421 
Opal Glass 214-Inch Fitter 2\4-Inch Fitter 
214-Inch Fitter Price per Doz. $18.00 Price per Doz. $18.00 


Price per Doz. $10.80 
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Fitter Diameter Depth Price 


No. Inches Inches Inches per Doz. 
2005 U 2% 4% $12.00 
200514 U 214 5 13.50 
2006 U 2% 5% 15.00 
2007 U 2% 6% 27.50 
2008 U 314 715 36.00 

a 
1 
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No, 352 C. R. 1. Ball 


Fitter Diameter Price 
Inches Inches per Doz. 
3% 6 $ 6.00 
3% 7 8.40 
3% 8 10.80 
4 8 10.80 
4 10 30.00 
Ss 10 30.00 
6 10 30.00 
6 12 42.00 
7 14 $4.00 
8 16 120.00 
8 18 168.00 
8 20 216,00 


No. 9429 


Cased Green Shade 
Fitter 244 Inches 
Diameter 7 Inches 

Price per Doz. $15.00 
No. 9429)6 
Fitter 214 Inches 
Diameter 10 Inches 
Price per Doz. $30.00 


Translucent 
Glassware 


No, 9432 C. R. I. Dish 


Diameter Depth Price 

Inches Inches per Doz 
10 5 $24.00 
12 6 36.00 
14 7 48.00 


No. 100P 


For 100 or 150-Watt Lamp 
Height 844 Inches 
Width 934 Inches 
Holder 2}¢ Inches 


Price each $6.80 


11? 


Fitter Diameter Depth Price 


Inches Inches per Doz. 
7% 34 $12 00 
816 3% 13,50 
9% 3% 16.00 

12 4% 36.00 


Canteen Sign Ball 


Fitter 4 Inches— Diameter 12 Inches 


Price each $6.00 


Fitter 6 Inches—Diameter 16 Inches 


Price each $10.00 


Pittsburgh 


Window Reflectors 


No, 75 


For 75-Watt Lamp 
Height 6 Inches 
Width 745 Inches 
Holder 244 Inches 


Price each $6.00 


ai ’ No. 3793 


No. 4793 
Bridge Arm z Bridge Arm 
: Gilt Finish S Giglales 
Double Adjustment Ses =; ees 
Plain Arm eede rm 


Price each $5 40 


Price each $4.50 


No.7 


Candle Stick Adaptor 


The only device to be used in connection 
with Candle Sticks that are to be wired 
and cannot be drilled. 


Brush Brass finish, per Doz $27.50 
Nickle Plated finish, per Doz 29.50 
v No. O. L. Fitter 


‘J 
10 Inches High 


For Oil and Gas Lamps to fit 4-inch 
ring Z 
Price each $.70 


(Drevereeceere 


No. S. L. Fitter 


10 Inches High for Single Lamp 
Clamps around Socket and fastens with 
No. 2833 a small screw and nut. 


2-Light Cluster only Price each $.70 


Price each $1.00 


No. 283316 


3-Light Cluster only 
Price each $1.20 


Wire Guard for Shades and Bowls 


No. 692 


l I MX bl 10-inch, each $4.50 
COA) eesti 
y 14-inch, each 5.50 
WAG i | Baa we) 16-inch, each 7.00 
i 18-inch, each 8.00 

a a RR es 


20-inch, each 9.00 


_ yf 
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No. 2831 


Silk Shade Holder 
Price Doz. $2.40 
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LIGHTING FIXTURES 


WHICH PLACE THEM IN A CLASS BEYOND, \W 
ANYTHING EVER ATTEMPTED a ; 


t 
@ 
io 
Our Standard Finishes, namely Florentine Gold and Gray Gold a 


are plated finishes, Roman Gold being a sand-blasted finish and 
all are guaranteed to last indefinitely 


Florentine Gold: A rich dark brown plated finish with burnished gold high lights. 


Gray Gold: A beautiful gray plated finish with burnished gold high lights. 
Roman Gold: Anattractive light brown sand-blasted finish, burnished gold high lights. 


and Black, Antique Gold, White Enamel, Ivory, etc., are applied with the same 

care as our Standard Finishes. The finishes noted with each fixture illustrated are 
the finishes most suitable to the particular fixture. All ISCO fixtures are packed with 
great care in cartons so as to reach you in perfect condition, and permit you to always 
have on your shelves a clean and compact stock of saleable Lighting Fixtures. 


O-« other finishes suitable for certain fixtures such as Silver, Silver and Gray, Silver 


When ordering from this catalogue always give catalogue number and full description 
of all items whether Portable Lamps, Glassware, or Fixtures, and in case of Fixtures be 
sure and specify whether bare, wired, or wired complete with glassware, as well as cata- 
logue number and finish to insure correct and prompt filling of your order. 

All lighting fixtures and lamps are priced less bulbs. 

Our aim is prompt service. Our nation-wide distribution with branches from coast to 
coast makes this possible. Send your order to our nearest distributing point. 

Terms: 30 days net to trade of established credit. All C.O.D. orders should be accom- 
panied by at least twenty five percent of value of order and customers desiring credit 
who are not satisfactorily rated should send references with order to avoid delay. 


ALL SHIPMENTS ARE F.O.B. SHIPPING 
POINT, PACKING CHARGE AT COST 


INCANDESCENT SUPPLY COMPANY 


NEW YORK PITTSBURGH CHICAGO ST. LOUIS SAN FRANCISCO 
LONDON LIGHTING WARES CORPORATION 
NEW YORK 
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Fixture 
Number 


Fixture 
Number 


129W 
A136 
A137 
A139 
Also 


481-230 


Fixture Fixture 
Page Number Number 
107 908 1949 | 
$2 945 194916 | 
52 999 1950 | 
$2 1002 1951 
52 1034-129 1952 H 
34 1034-131 1953 
83 1036-129 1954 
83 1036-131 1955 | 
83 1038-129 1956 | 
105 1038-131 1957 
84 1043-129 1958 
83 1043-131 1958}s | 
84 1044-129 1959 | 
116 1044-131 1961 
107 1066 . 1961A 
99 1072 1962 
107, 1077 1963 
84 1079 . 1964 | 
113 1080! 1965 } 
99 1225-326 1966 
17 1225-328 1968 
17 1244 1969 
17 1300 1970 
100 1303 1971 
99 1305 1972 
116 1306 1973 
116 1308 1973A 
86 1310 1974 
86 1416 1976 
117 1431 1978 
111 1432 1979 
97 1433 1982 | 
116 1434 1983 
116 1435 1986 
116 1482-326 1987 
116 1483-328 1988 } 
116 1489-326 1989 
116 1606 1990 
37 1623 1991 | 
85 1624 1992 
83 1625 1999 
85 1628 2000 
85 1629 2005 
84 1630 2005U 
84 1705 200514U 117 
84 1802 2000 72 
101 1820 2006U 117 
101 1821 2007 73 
98 1822 2007U ~~ 117 
85 1826 2008 72 
85 1827 2008U 117 
84 1836 2009 i 73 
84 1902 2009U 117 
83 1903 200913U 117 
108 1904 2010U 117 
112 1906 2011 45 
83 1907 2011U 117 
lll 1908 2045 99 
108 1909 2050 47 
108 1910 2051 46 
113 1911 2052 ); 40 
112 1920 2053 46 
112 192014 2054 53 
108 1921 2055 $3 
111 1922 2056 42 
113 1923 2057 41 
113 192315 2058 34 
111 1924. 2059 35 
83 1925 2060 31 
86 1926 2061 3 
86 1927 2062 33 
60 1928 2063 32 
118 1929 2066 99 
78 O30 seen 2067 38 
106 1931 2068 39 
106 1932 2072 38 
78 1933 207414 101 
78 1934 2075 45 
78 1935 2075'4 101 
87 1935!'9 2076 43 
69 1937 2077 45 
78 1938 2079 Leds 
106 1939 2080 | 43 
106 1940 2081 43 
106 1941 2082 43 
106 1942 2083 45 
106 1943 2084 45 
105 1944 2225-D330 109 
97 1945 222514-D330| 109 
69 1946 2226-D330 109 
68 1947 2227-D330 109 
1948 


2234 52 


5098 
$150 


5423 


6001 
6002 


6219 


7103B 
7110 


7130 


7202G 
7718 
7723 
7728 
7732 
7745 
7746 
7760 
7761 
7763 
7764 
7766 
7767 
7769 
8625 
8718 
8723 


8734 
8739 
8745 
8754 


8760 
8767 


Fixture 
Number 
$9009 
2P-9015 
2P-9016. 
9100 
9103 
9120 
9121 
912114 
9134 
9159 
915915 
9172 
9182 
9182B 
9184 
9185 
9189 
9190 
9191 
9192 
9194 
9205 
9206 
9207 
9208 
9209 
9210 
9211 
9301 
9313 
9331 
9332 
9352 
9353 
9359 
9360 
9361 
9362 
9364 
9367 
9368 
9369 
9370 
5074-5266 112 9371 
5075-J132 112 9374 
5076-J18 } 112 9375 
5076-J23 112 9376 
105 9377 
; 79 9378 
5269 | 79 9379 
113 9380 
5423-E3 113 9381 
60 9382 
| 60 9400 
6005 | 59 9401 
79 9402 
6251 | 79 9420 
55 9421 
i 55 9429 
7111 }-57 942915 
7116 | * 55. 9432 
| 79 11953 
7197 t 65 11954 
65 12053 
24 23046 
21 23060 
20 23159 
21 24105 
24 SL Fitter 
23 OL Fitter 
21 
23 
23 
23 
22 
24 
24 
100 
24 
| 21 
8728 } 20 
24 
8735 | It 
| 24 
8741 1 222 
| 24 
8746 eae: 
| 22 
| 21 
24 
24 


8769 | 
9000 i 
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